Digitized  by  the  Internet  Archive 
in  2018  with  funding  from 
Getty  Research  Institute 


https://archive.org/details/americancompetit2190unse 


T2_5 

/\Sr2_ 

\J.lL 

\So<2 


COPYRIGHT,  1909 

BY 

CHARLES  L.  BORIE,  JR. 
SECRETARY  OF  THE  T  SQUARE  CLUB 


THE  GETTY  CENLA 


K  I  CAN  Co  M  PETITIONS 


EDITORIAL  COMMENT 


^AN  COMPETITIONS,  Volume  Two,  is  herewith  presented  to  the  Architec- 
Profession  in  America.  The  favorable  reception  of  Volume  One  encourages 
'  Square  Club  to  continue  the  publication,  the  usefulness  of  which  to  the  Archi- 
the  Draughtsman,  and  the  Student  cannot  well  be  questioned,  as  the  demand 
and  ready  sale  of  Volume  One  appear  to  prove. 

Many  endorsements  of  the  work  have  been  received,  commending  the  objects  accomplished, 
its  value  as  a  compact  record,  the  arrangement  and  appearance  cf  the  work  and  particularly  the 
standardization  of  each  competitive  set  of  drawings.  It  is  our  earnest  desire  to  make  the  pub¬ 
lication  illustrative  of  the  progress  of  the  most  important  contemporary  American  Architecture, 
always  securing  the  widest  diversity  possible  in  the  competitive  subjects. 

The  study  and  consideration  necessary  to  make  a  selection  of  programs  and  drawings  have 
suggested  to  us  that  a  statement  of  the  judges  of  a  competition  of  the  reasons  for  the  awards  as 
made  would  have  added  to  the  value  of  the  Volume,  and  in  time  assisted  in  the  betterment  of 
competitions  as  a  whole.  The  publication  of  the  reasons  for  award  might  result  in  programs 
drawn  most  carefully  with  distinctly  stated  obligatory  and  optional  conditions,  and  awards  made 
entirely  in  accordance  with  the  obligator-y  conditions.  Further,  it  might  increase  the  satisfaction 
of  competitors  with  the  awards  if  the  decision  were  made  by  at  least  three  qualified  judges. 

We  shall  greatly  welcome  comments  of  the  subscribers  as  to  the  value  of  the  inclusion  of 
the  statement  of  the  reasons  for  awards  as  suggested.  The  programs  have  been  edited  with  the 
greatest  care  to  insure  a  clear  understanding  of  the  conditions  to  be  fulfilled  in  the  solutions  of 
the  various  programs  reproduced. 

On  behalf  of  the  T  Square  Club  we  wish  to  thank  all  the  contributors  for  their  friendly 
co-operation,  the  courtesy  so  freely  extended  and  for  the  loan  to  us  of  so  many  valuable  draw¬ 
ings  all  of  which  have  made  possible  the  production  of  Volume  Two  of  “American  Competitions” 

Adin  Benedict  Lacey 


Editor 
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PROGRAM  OF  A  COMPETITION 

FOR  THE 

SELECTION  OF  THE  ARCHITECT 

FOR  THE 

OFFICE  BUILDING  OF  THE  CITY  OF  NEW  YORK 


CONDITIONS  OF  THE  COMPETITION 


1  The  Commissioner  of  Bridges  of  the  City  of  New 
York  is  about  to  erect  a  MUNICIPAL  OFFICE  BUILD¬ 
ING  for  the  use  of  the  various  departments,  and  desires  to 
institute  a  limited  and  paid  competition  for  the  selection  of 
the  architect  for  the  same. 

2  As  competitors  in.  this  competition  he  has  selected : 

J.  Stewart  Barney, 

Carrere  &  Hastings, 

Clinton  &  Russell, 

J.  H.  Freedlander, 

Cass  Gilbert, 

Heins  &  La  Farge, 

Heimle  &  Huberty, 

Hoppin  &  Koen, 

Howells  &  Stokes, 

H.  R.  Marshall, 

McKim,  Mead  &  White, 

Trowbridge  &  Livingston, 

Warren  &  Wetmore. 

3  Whenever  the  word  Architect  or  Competitor  is  used 
in  what  follows,  it  is  to  be  understood  as  applying  either 
to  an  individual  or  to  a  firm  of  architects. 

4  In  case  any  Competitor  named  should  decline  to  en¬ 
ter  the  Competition,  the  Commissioner  of  Bridges  reserves 
the  right  of  inviting  other  Competitors  to  take  the  place 
vacated;  but  in  no  case  shall  there  be  more  than  thirteen 
Competitors. 

5  The  competitive  designs  will  be  examined  by  a  Jury 
of  Award  composed  of  three  persons  to  be  chosen  by  the 
Competitors  at  a  meeting  to  be  held  at  the  Mayor’s  office 
at  a  time  to  be  hereafter  designated ;  but  no  more  than  two 
weeks  after  the  issuance  of  this  program.  Each  member 
of  this  Jury  will  be  paid  by  the  City  of  New  York  the  sum 
of  One  Thousand  Dollars  ($1,000.00)  for  his  services  as  a 
member  of  the  same. 

6  This  Jury  will  examine  the  designs  submitted,  and 
make  a  report  to  the  Commissioner  of  Bridges,  designating 
the  design  which  seems  to  it  the  most  meritorious,  due 
weight  being  given  to  propriety  and  convenience  of  arrange¬ 
ment,  architectural  beauty  and  economy  of  construction 
and  space. 

7  In  such  case  the  Commissioner  of  Bridges  shall  se¬ 
lect  another  of  the  designs  submitted  and  will  report  his 


decision  to  the  Jury  with  a  full  statement  of  the  reasons  on 
which  his  decision  was  based.  The  Jury  will  then  review 
its  action,  in  the  light  of  the  objections  raised  by  the  Com¬ 
missioner  of  Bridges,  and  in  case  the  Jury  does  not  agree 
with  the  Commissioner  of  Bridges,  the  author  of  the  design 
placed  first  by  the  Jury  will  be  paid  by  the  City  of  New 
York  the  sum  of  Five  Thousand  Dollars  ($5,000.00)  in  full 
discharge  of  the  obligations  of  the  city  to  him. 

8  The  author  of  the  design  finally  selected  by  the 

Commissioner  of  Bridges  shall  be  notified  within  five  days 
after  such  selection,  and  shall  be  appointed  Architect  of  the 
Building,  should  the  Commissioner  so  decide  and  the  ap¬ 
propriation  be  on  hand. 

(9)  The  City  of  New  York  may,  whenever  the  neces¬ 

sary  appropriation  has  been  obtained,  enter  into  and  exe¬ 
cute  a  contract,  should  the  Commissioner  of  Bridges  so  de¬ 
sire,  with  the  architect,  conforming  in  all  essential  particu¬ 
lars  to  the  “Final  Contract  for  Services,”  a  copy  of  which  is 
annexed  to  tuis  program. 

10  Within  five  days  after  the  final  selection  by  the 
Commissioner  of  Bridges,  he  shall  notify  each  Competitor 
of  the  result  of  his  decision;  and  thereupon  the  city  shall 
pay  to  each  of  the  Competitors  the  sum  of  One  Thousand 
Dollars  ($1,000.00)  in  full  discharge  of  the  obligations  of 
the  city. 

In  the  case  of  the  selected  Competitor  such  payment  shall 
constitute  a  payment  on  account  of  Architect’s  fees  for  pro¬ 
fessional  services. 

11  After  the  Architect  of  the  Building  shall  have  been 
notified  of  his  appointment,  he  shall  modify  or  change  his 
design  if  it  should  prove  necessary  to  do  so  in  conference 
with  the  Commissioner  of  Bridges;  and  for  such  modifica¬ 
tions  or  changes  he  shall  not  be  entitled  to  any  additional 
compensation. 

12  The  drawings  required  to  be  submitted  by  each 
Competitor  are  described  hereinafter. 

With  each  set  of  drawings  shall  be  inclosed  a  typewritten 
description  or  explanation  of  the  design,  as  brief  as  possi¬ 
ble,  containing  such  information  as  the  drawings  cannot 
supply,  or  calling  attention  to  any  points  of  the  design  to 
which  the  Competitor  may  desire  to  call  the  attention  of  the 
Jury.  This  description  shall  also  contain  a  statement  of  the 
cubical  contents  of  the  building  calculated  from  the  level 
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he  base  of  rail  in  the  Subway  Station  to  the  mean  height 
roof. 

There  shall  also  be  enclosed  a  plain  sealed  envelope  with- 
:  any  subscription,  containing  the  name  of  the  Competi- 

The  drawings,  description  of  design,  and  envelope 
itaining  name,  must  be  securely  wrapped  and  sealed  and 
dressed : 

Commissioner  of  Bridges, 

13  Park  Row,  N.  Y. 

Office  Building  Competition. 

They  must  be  delivered  at  this  address  on  or  before 
ro  o’clock,  April  15,  1908,  and  no  package  received  after 
is  time  will  be  opened  or  considered. 

|  Each  package  so  received  will  be  opened  by  the 

ammissioner  of  Bridges,  who  will  have  placed  upon  each 
•awing,  upon  the  accompanying  description  and  upon  the 
ivelope  containing  name,  the  same  number  for  purposes 
:  identification. 

5  No  drawings  or  papers  submitted  are  to  have  any 
lark  upon  them  by  which  the  name  of  their  author  can  be 
nown  or  inferred. 

7  The  designs  thus  submitted  will  be  examined  by 
ae  Jury,  and  its  report  will  be  submitted  to  the  Commis- 
ioner  of  Bridges  on  or  before  May  14,  1908. 

8  The  envelopes  containing  the  names  of  the  Com- 
(etitors  will  be  given  into  the  custody  of  the  Commissioner 
>f  Bridges,  and  no  one  of  them  will  be  opened  until  the  final 
lecision  of  the  Commissioner  of  Bridges  shall  have  been 
nade. 

[9  All  drawings  except  those  of  the  successful  Com- 
aetitor  will  be  returned  to  their  authors.  None  of  these  will 
ae  shown  to  the  other  Competitors  or  to  the  public  without 
fie  written  consent  of  their  authors. 

20  All  Competitors  are  expressly  forbidden  during 
fie  progress  of  this  competition  to  hold  any  communication 
-egarding  it  with  any  member  of  the  Jury  or  with  anyone 
ronnected  with  any  city  department  or  office,  except  that: 

21  If  any  Competitor  desires  information  of  any  kind 
whatsoever  in  regard  to  the  Competition  or  the  Program,  he 
s  to  ask  for  this  information  by  letter  addressed  to 

The  Commissioner  of  Bridges, 

13  Park  Row,  N.  Y. 

ind  a  copy  of  this  letter  and  the  answer  thereto  shall  be  sent 
:o  each  Competitor.  But  no  such  request  for  information 
-eceived  after  Jan.  23,  1908,  will  be  answered. 

22  any  Competitor  violates  any  of  the  conditions 
}f  this  Competition  as  herein  set  down,  his  design  will  not 
3e  considered  by  the  Jury  or  the  Commissioner  of  Bridges, 
md  he  shall  be  entitled  to  no  compensation  therefor. 

CONDITIONS  AND  REQUIREMENTS  OF 
THE  BUILDING 

23  To  each  competitor  will  be  furnished  a  survey  of 
the  site  on  a  scale  of  1-16  in.  =  1  ft.  This  survey  shows 
sidewalks  and  grades,  and  also  the  bounding  walls  of  the 
subway  construction  running  under  the  site,  the  stairways 


landing  on  the  sidewalk  level,  and  the  supports  of  this  con¬ 
struction. 

24  There  will  also  be  furnished  blue-prints  showing 
subway  construction  as  follows : 

No.  C.  9 — portion  of  plan  of  subway. 

No.  C.  10 — remainder  of  plan  of  subway. 

No.  C.  12 — sections  through  subway. 

These  blue-prints  are  furnished  as  explanatory  of  the 
conditions  caused  by  the  subway  construction  which  has 
been  contracted  for  by  the  City  of  New  York. 

25  In  designing  the  building  due  regard  must  be  paid 
to  these  conditions.  The  supports  of  the  building  should 
be  so  placed  as  not  to  render  the  passage  of  trains  impossi¬ 
ble,  or  to  interfere  with  the  stairways,  or  to  unduly  impede 
circulation  on  platforms. 

26  The  site  as  shown  on  the  survey  included  the  en¬ 
tire  space  which  is  available  for  the  building.  It  is  not,  how¬ 
ever  obligatory  on  the  Competitors  that  the  whole  of  this 
site  should  be  occupied  by  it,  in  case  it  should  be  consid¬ 
ered  that  the  plan  of  the  building  or  the  surrounding  condi¬ 
tions  would  be  better  served  by  not  so  doing. 

27  It  is  required  that  Chambers  Street  should  be  kept 
open  on  the  street  level  for  the  passage  of  the  surface  car 
line,  for  vehicles  and  for  pedestrians.  If  considered  desirable 
the  width  of  the  same  may  be  increased,  but  no  supports 
for  the  building  shall  be  located  between  the  curb  lines. 

28  Only  that  portion  of  the  cellar  unoccupied  by  the 
subway  will  be  available  for  coal  storage,  boiler  room,  neces¬ 
sary  machinery  or  the  usual  purposes  of  a  cellar. 

29  The  first  story  will  be  almost  entirely  occupied  for 
the  purposes  of  the  Subway  Station,  for  the  entrances  to  the 
building,  and  for  the  necessary  access  to  the  upper  stories. 
Therefore  the  access  from  the  streets  must  be  abundant  on 
all  sides  for  the  purposes  of  the  Subway  Station,  as  well  as 
for  the  purposes  of  the  building. 

This  story  should  be  at  least  20  ft.  o  in.  high  in  the  clear 
in  all  parts,  and  will  be  entirely  covered  by  floor  or  roof, 
including  Chambers  Street,  where  it  passes  through  the  site. 

The  floor  of  this  story  should  preferably  be  kept  at  or 
about  the  same  level  as  the  surrounding  sidewalks,  follow¬ 
ing  the  grades  of  these. 

30  For  the  purpose  of  carrying  pipes,  ducts,  etc.,  to 
different  points  of  the  building  it  is  suggested  that  a  mezza¬ 
nine  story  be  placed  above  the  first  story,  in  which  may  also, 
if  found  desirable,  be  placed  certain  of  the  necessary  me¬ 
chanical  appliances. 

31  In  the  stories  above  this  the  various  city  depart¬ 
ments  are  to  be  housed,  according  to  the  following  table. 
Departments  are  indicated  by  letters  only : 


A 

8 

0 

o' 

sq. 

ft. 

B 

150,000 

sq. 

ft. 

C 

10,000 

sq. 

ft. 

D 

2,000 

sq. 

ft. 

E 

9,000 

sq. 

ft. 

F 

1,000 

sq. 

ft. 

G 

30,000 

sq. 

ft. 

H 

10,000 

sq. 

ft. 

ns 
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I 

0 

§ 

O 

sq. 

ft. 

J 

25,000 

sq. 

ft. 

K 

23,000 

sq. 

ft. 

L 

1,000 

sq. 

ft. 

M 

17,000 

sq. 

ft. 

N 

8,000 

sq. 

ft. 

O 

5,000 

sq. 

ft. 

P 

48,000 

sq. 

ft. 

Q 

9,000 

sq. 

ft. 

R 

15,000 

sq. 

ft. 

S 

64,000 

sq. 

ft. 

T 

60,000 

sq. 

ft. 

The  areas  for  each  department  as  given  are  exclusive  of 
any  corridors  or  communications  leading  to  each  depart¬ 
ment. 

32  The  areas  assigned  for  each  department  is  approxi¬ 
mate  and  may  vary  within  ten  per  cent,  either  way.  It  is 
desirable,  however,  that  the  areas  as  given  be  held  to  as  far 
as  possible.  The  total  area  of  the  space  assigned  for  offices 
shall  be  not  less  than  600,000  square  feet,  and  any  space  not 
occupied  by  the  departments  may  be  shown  as  unassigned. 

33  It  is  required  that  each  department  should  have 
the  space  allotted  to  it  in  one  unit.  If  it  is  necessary  to  use 
more  than  one  story  for  a  single  department,  a  private  stair¬ 
case  connecting  the  different  stories  is  suggested  as  desir¬ 
able. 

34  The  number  of  office  stories  is  left  to  the  judgment  of 
each  competitor,  but  shall  in  no  case  be  less  than  twenty. 
The  height  of  each  of  these  stories  shall  be  approximately 
12  ft.  o  in.  from  floor  to  floor. 

35  The  character  of  the  building  and  its  appointments 
are  to  be  those  of  a  first-class  office  building  in  this  city. 
While  a  dignified  and  handsome  exterior  is  desired,  a  strictly 
monumental  character  is  not  required. 

36  The  materials  of  the  exterior  are  left  to  the  judg¬ 
ment  of  each  competitor. 

37  There  are  to  be  not  less  than  four  staircases.  It  is 
suggested  that  each  of  these  be  enclosed  in  a  hall,  and  cut 
off  by  doors. 

38  There  are  to  be  about  thirty  elevators.  These  may 
be  placed  in  groups  if  desired,  as  the  plan  may  demand. 

39  Sufficient  toilet  accommodations  are  to  be  pro¬ 
vided. 

40  A  departure  on  the  part  of  any  competitor  from  the 
recommendations  of  this  program  as  to  the  arrangement  of 
the  building  will  not  be  considered  a  violation  of  the  pro¬ 
gram,  nor  will  such  departure  cause  any  design  to  be  placed 
out  of  competition. 

DRAWINGS 

41  The  following  drawings  are  required. 

(A)  A  Cellar  Plan  at  a  scale  of  1-16  in.  =  1  ft. 

This  plan  must  show,  in  addition  to  the  cellar  plan  of  the 
building,  the  subway  and  subway  station  at  the  lower  level, 
all  the  supports  of  the  subway  construction,  and  the  sub¬ 
way  stairs. 

The  spaces  provided  for  coal  storage,  the  boiler  room, 
etc.,  must  be  shown,  but  no  details  of  boilers  or  mechanical 
plant  are  required. 


(B)  A  1st  Story  Plan  at  a  scale  of  1-16  in.  =  1  ft.  oin., 
showing  subway  stairs  to  the  street  level,  etc.  On  this  plan 
may  be  indicated  if  desired  the  treatment  of  any  part  of 
the  site  or  of  adjoining  spaces  which  are  not  built  upon. 

Note. — The  Subway  stairs  which  are  shown  on  survey  as 
projecting  beyond  the  building  line  need  not  be  considered 
in  this  plan. 

(C)  A  Plan  of  the  1st  Office  Story  at  a  scale  of  1-16  in.  to 
I  ft. 

(D)  A  Plan  of  each  of  the  stories  above  this  at  a  scale 
of  1-16  in.  to  1  ft. 

(E)  One  Elevation  of  the  building  at  a  scale  of  l/z  in.  to 
1  ft.  This  shall  be  the  Elevation  which  each  competitor  con¬ 
siders  as  the  most  important. 

(F)  Two  other  Elevations  at  a  scale  of  1-16  in.  to  1 
ft. 

(G)  One  Section  taken  as  desired  by  each  competitor  at 
a  scale  of  1-16  in.  to  1  ft. 

42  The  plans  of  1st  story  and  the  stories  above  are  not 
to  indicate  the  sub-divisions  of  each  department,  but  only 
the  space  allotted  to  it. 

43  No  other  drawings  shall  be  submitted  and  no  alter¬ 
natives  will  be  allowed. 

PRESENTATION  OF  DRAWINGS 

44  Drawings  A,  B,  C  are  to  be  made  upon  white  paper, 
with  the  solids  blacked  in,  with  only  the  simplest  indica¬ 
tions  of  floors  or  ceilings  if  any  be  desired. 

Drawings  D  are  to  be  rendered  in  the  simplest  way,  in 
pencil  upon  tracing  paper  mounted  on  white  paper,  with  the 
solids  tinted.  The  main  purpose  of  these  drawings  is  to 
show  the  space  allotted  to  each  department. 

Drawings  E  and  F  are  to  be  rendered  upon  white  paper, 
with  cast  shadows  in  monochrome. 

Drawings  G  is  to  be  rendered  on  white  paper  with  the 
solids  tinted  and  without  cast  shadows. 

45  All  these  drawings  may  be  mounted  upon  stiff 
boards  or  on  stretchers  as  desired  by  each  competitor. 

46  Each  drawing  shall  bear  the  inscription  “Municipal 
Office  Building  for  the  City  of  New  York”  with  a  sub-title 
specifying  the  drawing. 

The  dimensions  of  the  various  rooms  or  spaces  shall  be 
given  both  in  lineal  dimensions  and  in  square  feet.  The  let¬ 
ters  designating  the  different  departments  shall  be  given. 
No  other  lettering  shall  appear  except  where  necessary  for 
the  understanding  of  the  drawings.  All  lettering  shall  be  in 
plain  Roman  letters  and  in  India  ink. 

47  Paragraph  22  is  herein  repeated.  If  any  competitor 
violates  any  of  the  conditions  of  this  competition  as  herein 
set  down,  his  design  will  not  be  considered  by  the  Jury  or 
the  Commissioner  of  Bridges,  and  he  will  be  entitled  to  no 
compensation  therefor. 

JAMES  W.  STEVENSON, 

Commissioner  of  Bridges. 

Dated,  The  City  of  New  York, 

December,  12,  1907. 

Department  of  Bridges, 

13  Park  Row, 

New  York  City. 
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ADDENDA 

Whereas,  at  a  meeting  of  the  Mayor  of  the  City  of  New 
ork,  the  Commissioner  of  Bridges  and  the  Architects  in- 
ted  to  the  Competition  for  the  Selection  of  the  Architect 
the  OFFICE  BUILDING  OF  THE  CITY  OF  NEW 
ORK,  held  at  the  office  of  the  Mayor  on  the  17th  day  of 
ecember,  1907,  it  was  agreed  to  modify  certain  of  the  terms 
id  conditions  set  forth  in  the  program  for  the  competition, 
ated  the  12th  day  of  December,  1907; 

Now,  therefore,  the  said  program  of  the  12th  day  of  De- 
smber,  1907,  is  modified  as  follows : 

Clause  “(10)”  shall  be  amended  to  read: 

“Within  five  days  after  the  selection  by  the  Commis¬ 
sioner  of  Bridges,  he  shall  notify  each  competitor  of  the 
result  of  his  decision;  and  thereupon  the  City  shall  pay 
to  each  of  the  competitors  the  sum  of  One  Thousand  Dol¬ 
lars  ($1,000)  in  full  discharge  of  the  obligations  of  the 
city.  To  the  selected  competitor  the  city  shall  pay,  in 
iddition,  the  sum  of  Five  Thousand  Dollars  ($5,000),  and 
such  payment  shall  constitute  a  payment  on  account  of 
the  architect’s  fees  for  professional  services.” 

2  Clause  “(40)”  shall  be  amended  to  read: 

“A  departure  on  the  part  of  any  competitor  from  the 


TO  PROGRAM 

recommendations  of  this  program  as  set  forth  in  the 
clauses  numbered  ‘(23)’  to  ‘(39),’  both  inclusive,  as  to  the 
arrangement  of  the  building,  will  not  be  considered  a  vio¬ 
lation  of  the  program,  nor  will  such  departure  cause  any 
design  to  be  placed  out  of  competition.” 

Clause  “(41)”  shall  be  amended  as  follows: 

The  plans  of  upper  stories  referred  to  under  “(D)” 
shall  be  furnished  at  a  scale  of  1-64  in.  to  1  ft.  instead  of 
1-16  in.  to  1  ft. 

In  place  of  the  three  elevations  called  for  under  “(E)” 
and  “(F),”  the  competitors  will  be  required  to  furnish 
only  two,  both  at  a  scale  of  %  in.  to  1  ft.  and  both  to  be 
rendered  with  cast  shadows  in  monochrome. 

Except  as  above  set  forth  the  terms  and  conditions  of  the 
program  of  the  12th  day  of  December,  1907,  shall  remain 
in  effect. 

(Signed)  J.  W.  STEVENSON, 

Commissioner  of  Bridges. 

Dated,  The  City  of  New  York, 

December  20,  1907. 

Department  of  Bridges, 

13  Park  Row, 

New  York  City. 
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A  COMPETITION  FOR  THE  SELECTION  OF  AN  ARCHITECT 
FOR  THE  PROPOSED  BUILDING 

OF  THE 

YOUNG  WOMEN’S  CHRISTIAN  ASSOCIATION 

OF  PITTSBURG,  PENNSYLVANIA 


PROGRAM  OF  INSTRUCTIONS  AND  REGULATIONS 


I.  THE  PROJECT 


1  The  Board  of  Managers  of  “The  Central  Young 
Women’s  Christian  Association  of  Pittsburgh  and  Alle¬ 
gheny,”  duly  authorized  thereto  by  the  Association,  pro¬ 
poses  to  construct  a  building  to  provide  for  its  various  ac¬ 
tivities  and  to  serve  as  the  headquarters  of  work  conducted 
in  its  several  branches. 

2  To  carry  this  purpose  into  effect,  the  Board  has  ap¬ 
pointed  a  Building  Committee,  vested  with  full  power,  com¬ 
posed  of  the  following  persons,  viz  :  Messrs : 

Wilson  A.  Shaw,  Chairman, 

John  R.  McCune, 

John  M.  Hastings, 


II.  THE 

5  The  terms  of  the  competition  are  set  forth  in  this 
program  which  constitutes  an  agreement  between  the  Com¬ 
mittee  on  one  hand  and  each  competitor  and  the  appointed 
architect  severally  on  the  other,  to  which  each  of  the  latter 
gives  assent  by  submitting  designs  in  competition. 

6  These  terms  will  not  be  modified  in  any  respect 
which  the  Committee  deems  important  without  the  unani¬ 
mous  consent  of  the  competitors ;  but  additional  information 
will  be  issued  as  necessary. 

7  All  requests  for  such  information  are  to  be  made  in 
writing  and  should  be  anonymous.  They  are  to  be  ad¬ 
dressed  to  the  Adviser  only  and  no  inquiries,  either  verbal 
or  in  writing,  are  to  be  made  of  any  member  of  the  Com¬ 
mittee  or  officer  of  the  Association. 


Mrs.  John  G.  Holmes, 

President,  Ex  Officio, 

Miss  Harriet  S.  Vance, 

General  Secretary,  Ex  Officio. 

3  To  select  an  architect  for  this  building,  the  Com¬ 
mittee  have  established  this  competition,  through  which 
they  expect  aiso  to  produce  the  design  best  suited  to  their 
purpose. 

4  As  their  consulting  architect,  the  Committee  has 
engaged  Warren  P.  Laird,  Professor  of  Architecture  at  the 
University  of  Pennsylvania,  who  has  prepared  this  program, 
will  adjudge  the  designs,  and  act  as  professional  Adviser  in 
the  general  conduct  of  the  competition. 
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8  All  additional  information  will  be  issued  by  the 
Committee  simultaneously  to  all  competitors  and  will  there¬ 
upon  become  an  essential  part  of  the  program.  But  no  addi¬ 
tional  information  will  be  issued  after  May  4th,  1908,  and 
no  requests  for  information  received  after  May  1st,  1908, 
will  be  considered. 

9  As  employed  in  this  program,  ihe  term  “Commit¬ 
tee”  means  the  Building  Committee,  and  “competitor”  or 
“Author”  means  the  single  competitor  whether  individual 
practitioner  or  architectural  firm. 

10  The  plan  of  the  site  and  Schedule  of  the  American 
Institute  of  Architects  attached  to  this  program  form  an  es¬ 
sential  part  of  it. 
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III.  THE  COMPETITION 


11  The  competition  will  be  restricted  to  Pittsburgh 
architects  of  whom  the  following  have  accepted  the  invita¬ 
tion  of  the  Committee  to  submit  designs  in  this  competition 
which  will  be  restricted  to  them,  viz :  Messrs. 

Billquist  and  Lee, 

MacClure  and  Spahr, 

C.  Emil  Muller, 

Rutan  and  Russell, 

Janssen  and  Abbott. 

12  The  Committee  reserves  the  right  to  fill  the  place 
of  any  competitor  in  the  event  of  his  withdrawal. 

13  The  prize  of  the  competition  will  be  the  commis¬ 
sion  to  design  and  supervise  the  construction  of  the  pro¬ 
posed  building  under  the  terms  of  section  69  of  this  pro¬ 
gram. 

14  This  prize  will  be  awarded  to  that  competitor 
whose  design  is  designated  the  “premiated  design”  as  here¬ 
inafter  provided. 

15  To  each  competitor  other  than  the  one  awarded 
the  prize  the  Committee  will  pay  a  fee  of  two  hundred  fifty 
dollars  ($250.00)  as  compensation  for  his  services  in  sub¬ 
mitting  designs  in  the  competition. 

16  It  being  impossible  to  secure  in  competition  a  de¬ 
sign  complete  in  ali  its  parts  and  details,  the  Committee 
states  that  it  desires  and  expects  to  receive  in  this  competi¬ 
tion  a  carefully  studied  general  scheme  only,  whose  finished 
character  shall  be  clearly  indicated  in  the  competitive  draw¬ 
ings  and  which  will  realize  in  execution  the  requirements  of 
this  program. 

1 7  The  drawings  required  in  this  competition  and 
their  scale,  rendering  presentation,  etc.,  are  as  follows: 
Drawings;  (a)  a  plan  of  each  floor,  including  basement; 
(b)  an  elevation  of  the  Chatham  Street  front ;  (c)  a  section 
of  the  building  taken  on  a  plane  or  planes  passing  through 
both  gymnasium  and  auditorium.  All  are  to  be  drawn  at 
a  scale  of  sixteen  feet  to  the  inch;  the  main  floor  plan  is  to 
comprise  the  margin  of  properties  adjoining  or  facing  the 
four  sides  of  the  plot;  all  drawings  are  to  be  prepared  in 
black  carbon  pencil,  but  shadows  are  to  be  rendered  and  wall 
sections  tinted  in  India  ink  unmixed  with  any  other  color. 
Red  may  be  used  in  lettering,  but  no  other  color  save  as 
above  provided  may  be  used  in  any  way  upon  the  drawings. 
Drawings  are  to  be  prepared  on  tracing  paper  mounted  on 
white  paper  or  cardboard  cut  to  a  uniform  size  of  twelve 
by  fifteen  inches  (12  in.  x  15  in.).  Each  mount  is  to  bear 
the  title  “Competition  for  the  Pittsburgh  Young  Women’s 
Christian  Association”  and  only  such  other  words  as  may 
be  necessary  to  designate  rooms  and  other  parts  and  their 
purposes,  areas  or  dimensions.  A  single  line  or  band  of 
wash  may  be  drawn  about  each  sheet  or  mount  as  a  border. 
Treatment  of  floor  and  ceiling  surfaces  and,  while  not  de¬ 
sired,  location  of  fixed  furniture  and  apparatus,  may  be 
shown  in  the  plans.  The  elevation  and  section  should  show 
a  single  human  figure  5  ft.  8  in.  high  to  indicate  the  scale, 
and  any  drawing  may  show  the  lines  given  in  the  plan  of 
site,  but  otherwise  than  as  permitted  above  no  design  is  to 
show  accessories  of  any  kind,  whether  of  natural  or  archi¬ 
tectural  scenery. 


18  A  brief  description  in  first  person  plural,  while  not 
desired,  may  accompany  any  design. 

19  No  competitor  may  submit  more  than  one  design; 
flaps  and  alternative  drawings  are  not  permitted. 

20  No  nom  de  plume  or  symbol  or  any  other  identify¬ 
ing  mark  or  name  is  to  appear  upon  the  wrapper  in  which 
designs  are  delivered,  nor  upon  any  of  its  contents  save 
within  the  sealed  envelope  as  provided. 

21  The  drawings  are  to  be  enclosed  in  portfolios  or 
stiff  boards,  securely  wrapped,  and  addressed  to  the  Adviser 
at  Room  320  College  Hall,  University  of  Pennsylvania, 
Philadelphia,  Pa.,  not  later  than  12  o’clock  noon,  May  30, 

1908. 

22  In  the  wrapper  with  the  design  is  to  be  enclosed 
its  description;  also  a  card  bearing  the  name  of  its  author, 
sealed  in  a  plain  opaque  envelope  addressed  in  typewriting 
to  the  Committee. 

25  The  sealed  envelopes  will  be  placed  in  the  custody 
of  the  Chairman  of  the  Committee  and  will  not  be  opened 
until  after  the  award  has  been  determined  as  provided  in 
section  31. 

1 

27  The  Adviser  will  examine  the  designs  and  will  se¬ 
lect  that  one  which  in  his  opinion  gives  promise  of  the  best 
result  when  carefully  studied  and  developed  in  all  its  parts 
and  details,  and  will  recommend  it  to  the  Committee  for 
their  choice  as  the  “premiated  design.”  In  making  this  se¬ 
lection  the  Adviser  will  hold  the  design  to  define  the  profes¬ 
sional  and  artistic  capacity  of  its  author  for  dealing  with  this 
especial  design,  as  it  may  be  regarded  from  all  points  of 
view,  including  that  of  cost. 

28  The  Adviser’s  recommendation  together  with  any 
comments  shall  constitute  his  report  to  the  Committee. 

29  The  Committee  will  then,  after  careful  considera¬ 
tion  of  the  aforesaid  report  and  after  examination  of  the  de¬ 
signs  with  the  Adviser’s  assistance,  take  action  by  selecting 
that  design  which  may  in  its  opinion  be  best  and  will  desig¬ 
nate  said  design  as  “premiated;”  will  thereupon  open  the 
envelope  containing  the  name  of  it  author  and  will  forth¬ 
with  av/ard  him  the  prize  of  the  competition  by  designat¬ 
ing  and  appointing  him  the  architect  of  the  work  described 
in  section  66  of  this  program. 

30  The  Committee  will  then  open  the  remaining  en¬ 
velopes  and  will  forthwith  return  the  remaining  designs  to 
their  authors. 

31  It  is  intended  to  make  the  award  not  later  than 
July  1st,  1908. 

32  Within  thirty  days  after  making  the  award,  the 
Committe  will  pay  to  the  appointed  architect  the  sum  of 
one  thousand  dollars  on  account  of  his  fee  as  architect  of 
the  building  and  to  the  other  competitors  the  fees  severally 
due  them. 

34  The  action  of  the  Committee  in  the  selection  and 
appointment  of  an  architect  will,  together  with  the  report 
or  reports  from  the  Adviser  be  communicated  to  all  com¬ 
petitors  with  the  return  of  unaccepted  designs. 
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IV.  THE 

37  The  statement  of  requirements  of  the  building  may 
best  be  introduced  by  reference  to  the  ideals  followed  in 
the  work  of  the  Association,  as  expressed  by  its  General  Sec¬ 
retary ;  to  wit:  “The  Young  Women’s  Christian  Associa¬ 
tion  is  an  organization  made  distinctive  by  religious  rather 
than  philanthropic  motive;  its  aim  being  the  broadening 
and  upbuilding  of  womanly  character,  through  intellectual, 
social,  physical  and  spiritual  advantages  offered  to  young 
women.” 

38  The  building  must  provide  for  six  principal  divis¬ 
ions  of  activity ;  to  wit :  Administrative,  Religious  and  Edu¬ 
cational,  Social,  Residence,  Restaurant  and  Service.  This 
will  necessitate  the  rooms  enumerated  in  the  Schedule  (see 
Sec.  50)  which,  it  is  believed,  will  be  best  arranged  in  a  six- 
story  building,  although  it  is  to  be  determined  by  the  com¬ 
petitor. 

39  It  is  important  that  the  building  have  an  abund¬ 
ance  of  natural  light  and  openness  of  structure  to  permit 
circulation  of  air  in  view  of  the  fact  that  it  will  be  for  many 
young  women  not  only  a  place  of  study  and  recreation,  but 
practically  of  residence.  Therefore,  the  Board  has  pur¬ 
chased  a  site  which  will  allow  the  building  to  have  a  maxi¬ 
mum  of  open  space  in  plan  with  minimum  of  height. 

40  Certain  arrangements  are  prescribed :  The  floor 
of  the  Administration  Group  must  be  above  the  Chatham 
Street  curb  level  at  the  point  of  entrance  (but  should  not  be 
many  steps  above  such  level)  ;  the  Restaurant  Group  must 
be  in  the  uppermost  story;  the  Residence  Group  must  be 
entirely  separated  from  other  parts. 

41  It  is  desirable  that  the  floors  of  auditorium  and 
gymnasium  lie  at  the  Administration  floor  level.  But  inas¬ 
much  as  upper  floors  must  extend  over  some  part  of  audi¬ 
torium  and  gymnasium  and  their  proper  story-heights  will 
differ  from  that  of  adjoining  parts,  it  may  be  found  neces¬ 
sary  to  place  their  floor  levels  above  or  below  that  of  the 
Administration.  But  in  such  case  it  is  most  important  that 
this  difference  of  level  be  minimized. 

42  While  the  area  of  any  single  room  may  be  var¬ 
ied  from  that  called  for,  it  is  important  that  it  be  not  reduced 
by  more  than  ten  per  cent.,  as  this  cannot  be  done  without 
serious  loss  of  usefulness  to  such  room ;  on  the  contrary, 
areas  should  be  increased  wherever  possible.  But  the  fol¬ 
lowing  requirements  are  mandatory: 

(a)  The  area  for  any  single  group  of  rooms,  as  shown 
in  the  Schedule  (see  Sec.  50)  must  not  be  lessened  below 
that  stated.  (This  also  applies  severally  to  each  of  the 
three  parts  of  the  Religious,  Social  and  Educational  Group, 
viz:  to  Auditorium,  Physical  Training  and  General  Class 
Rooms.) 

(b)  Ceiling  heights  (which  means  the  height  from  floor 
to  floor  above)  are  also  given  at  their  minimum  and  must 
not  be  reduced. 

(c)  On  the  other  hand,  the  volume  of  the  entire  building, 
computed  as  prescribed  in  Sec.  64,  must  not  exceed  a  total 
of  seven  hundred  thirty-five  thousand  (735,000)  cubic  feet. 

43  Debarment.  No  design  will  be  premiated  whose 
provisions  in  any  way  fall  below  the  limits  fixed  in  (a)  or 
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(b)  or  exceed  that  stated  in  (c)  of  Sec.  42  above. 

44  The  activities  of  the  members  are  manifold;  all 
parts  of  the  building  are  in  daily  use  and  certain  depart¬ 
ments  must  at  times  care  for  scores  or  hundreds  of  patrons 
within  the  space  of  from  a  few  minutes  to  two  or  three 
hours.  I  he  capacities  required  by  this  usage  are  stated  be¬ 
low  in  detail,  but  in  the  grouping  and  disposition  of  the 
parts  of  the  plan  the  competitor  should  secure  not  only  con¬ 
venient  inter-relations,  but  an  ample  and  direct  circulation, 
effecting  safe  means  of  communication  between  exits  and 
all  parts  of  the  building;  particularly  those  of  greatest  as¬ 
semblage. 

45  This  will  be  especially  noted  with  respect  to  the 
single,  general  entrance,  to  be  located  on  Chatham  Street, 
and  to  so  serve  for  members,  visitors  and  servants.  It 
should  directly  communicate  with  the  Administration  rooms 
and  afford  convenient  and  adequate  access  to  all  depart¬ 
ments  of  the  building.*  Two  passenger  elevators  are  to  be 
installed,  of  such  size  and  location  as  to  serve  all  needs  but 
those  of  the  service  department.  The  thoroughfare  system 
or  circulation  thus  to  be  considered  is  chiefly  required  for 

(a)  The  Auditorium,  seating,  with  its  gallery,  about  three 
hundred  and  fifty  persons. 

(b)  The  Gymnasium  which,  with  its  swimming  pool,  will 
provide  for  large  numbers  of  users,  both  individual  and 
in  classes,  particularly  during  the  evenings; 

(c)  The  Dining  Room  and  Cafeteria,  in  the  uppermost 
story,  seating  some  200  persons,  and  in  which  during  the 
luncheon  period  several  hundred  patrons  must  be  served ; 
requiring  means  of  quick  access  to,  and  departure  from 
this  department; 

(d)  The  Educational  Department,  where  classes  may  be 
conducted  simultaneously  in  some  fifteen  rooms  lying  in 
upper  stories,  and  between  which  convenient  communica¬ 
tion  is  to  be  assured; 

(e)  Rooms  for  individual  or  social  use  as  the  members’  par¬ 
lor,  library,  rest  room,  etc.,  requiring  separation  from  the 
stir  of  the  public  lobby  and  the  activities  of  class  and 
similar  rooms ; 

(f)  The  Residence  section,  which  is  designed  to  provide 
transient  accommodations  for  visiting  members,  other 
young  women  and  permanent  quarters  for  the  Secretary 
and  Housekeeper  or  Matron  (permanent  lodging  quarters 
for  members  being  provided  in  suburban  branches) :  this 
section  to  be  so  segregated  that  while  residents  must  ap¬ 
proach  it  through  the  public  lobby  (by  hallway  or  eleva¬ 
tor),  they  may,  when  in  it,  be  isolated  from  all  other  parts 
of  the  building;  moreover,  rooms  provided  for  the  recep¬ 
tion  of  callers  on  residents,  although  located  on  the  main 
floor,  should,  if  possible,  be  accessible  from  the  residence 
section  without  passing  through  the  public  lobby ; 

(g)  The  Service  Department,  in  which  servants  should  be 
able  to  pass  through  their  own  stair  and  hallway,  from 
the  public  lobby,  to  each  floor  and  to  kitchen,  laundry, 
and  their  own  quarters  without  using  main  corridors  or 
stairs. 
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46  Two  exterior  iron  fire-escapes  are  required  by  law 
and  may  be  placed  on  the  Alley  side  of  the  building  if  thus 
adequate  to  their  purpose.  Also,  provide  one  enclosed  brick 
tower  fire-escape,  easily  accessible  from  without  the  build¬ 
ing  at  every  floor  and  opening  to  the  street  or  alley  at  bot¬ 
tom.  Also  the  building  must  in  every  respect  conform  to 
the  building  laws  and  ordinances  of  the  City  of  Pittsburgh. 
In  addition  to  fire-escapes  a  direct  exit  from  The  Audi¬ 
torium  and  the  gymnasium  to  Chatham  Street  would  be 
most  desirable  if  the  plan  permit. 

47  Service  Entrance.  An  entrance  is  to  be  provided 
on  State  Alley  for  the  receipt  of  supplies  and  the  use  of  jani¬ 
tor  and  engineer.  This  will  not  be  used  as  a  servants’  en¬ 
trance  and  must  communicate  directly  with  a  service  eleva¬ 
tor,  to  reach  every  floor.  There  will  be  provision  for  the  in¬ 
take  of  coal  and  the  discharge,  from  kitchen  and  basement, 
of  ashes  and  garbage. 

48  Stories.  Under  every  part  of  the  first  floor  must 
be  carried  a  basement.  Such  part  of  it  as  is  not  required  to 
meet  the  space  requirements  of  this  program  must  still  be 
well  lighted,  floored  with  cement  and  adapted  for  future  use. 
The  floor  next  above  street  level  at  main  entrance  is  known 
herein  as  the  first  floor. 

49  Story  Heights,  floor  to  floor  above,  are  to  be  not 
less  than  the  following:  Auditorium  and  Gymnasium, 
twenty  (20)  feet;  Boiler  Room,  twenty  (20)  feet;  Adminis¬ 
tration  Group,  thirteen  (13)  feet;  Residence  Group,  ten  (10) 
feet;  all  other  groups  or  departments  and  the  basement, 
twelve  (12)  feet.  Story  Height  for  swimming  pool  does  not 
include  the  depth  of  the  basin. 

50  Schedule.  The  detailed  requirements  of  the  build¬ 
ing  are  stated  in  the  following  schedule  (consisting  of  sec¬ 
tions  51-58,  inclusive).  Areas  are  given  in  square  feet  and 
represent  the  inner,  net  area  of  the  floor  space  of  the  room. 
They  do  not  include  closets,  toilets,  etc.,  unless  so  stated. 

51.  Administration  Group.  Min- 

r  Area 

Public  Lobby,  giving  convenient  access  to  other  Ad¬ 
ministration  rooms  and  to  other  departments  on 
this  floor  and  to  elevators,  stairways  to  other  floors 

Clerk’s  office,  with  full  view  of  public  lobby  and  of 
exits  therefrom,  both  to  the  corridor  of  reception 
rooms  and  to  all  other  rooms  in  the  Administration 
Group  . 

Clerk’s  room  adjoining;  retired,  for  use  of  bookkeep¬ 
ers,  with  closet,  and  vault,  if  possible . 

General  Secretary’s  offices,  public  and  private,  total. . 

Public  Parlor,  or  preferably  a  suite  of  two  or  three 
parlors  for  the  reception  of  visitors  and,  on  occa¬ 
sion,  for  social  functions,  total  space . 

Check  Room,  for  the  general  use  of  members . 

Reception  Rooms;  three  at  about  100 . 

These  small  rooms,  for  the  use  of  residents  in  re¬ 
ceiving  callers  should  be  accessible  through  the 
public  lobby,  but  retired  therefrom.  They  should 
be  en  suite  with  a  room  for  a  chaperon,  known  as 
the 

Matron’s  Room  . 


600 


100 

80 

180 

500 

140 

300 


100 


Toilet  and  Lavatory,  for  officers;  no  general  public 
toilet. 

Total  Min.  Area  for  Administration  Group .  2000 

52  Religious  and  Educational  Group.  The  several 

educational  departments  (described  in  sections  52,  53  and 

54)  should  be  as  closely  related  as  possible  and  not  separated 
by  other  departments,  such  for  instance  as  that  of  residence. 

(a)  Auditorium : 

Main  floor .  2000 

One  gallery,  which  will  have  from  one-third  to 

one-half  the  main  floor  areas .  300 

Stage  and  Dressing  Rooms,  toilets  and  lavatories, 
for  men  and  women,  accessible  from  without 
the  Auditorium 


Total  for  Auditorium  (see  sec.  42-a) .  2300 

(b)  Physical  Training : 

Gymnasium,  lateral  dimensions  should  be  in  a  pro¬ 
portion  of  four  to  five  (4  to  5)  with  area  of .  2500 


To  have  running  track,  which  may  serve  also  as  a 
visitors’  gallery. 

Physical  Director’s  office  (130)  and  examination 


room  (70),  on  gymnasium  floor,  total  . . .  200 

Dressing  and  locker  rooms,  total  space .  400 

Shower  and  tub  bath  rooms,  total  space .  150 


It  is  desirable  that  both  gymnasium  and  swimming 
pool  should  have  dressing  and  locker  rooms  and 
shower  bath  each  on  its  own  floor  level  and  that 
the  area  asked  for  such  rooms  and  baths  be 
doubled  if  possible. 


Swimming  pool;  may  be  in  basement  .  1200 

Toilet  and  lavatory,  large,  on  same  floor  as  gym¬ 
nasium,  if  possible  .  I5° 


Total  for  physical  training  (see  Sec.  42-a)  .  4600 

(c)  General  Class  Rooms: 

All  on  one  floor  and  en  suite  as  far  as  possible. 
Drawing  room  to  have  north  light  if  practicable. 

English  .  250 

Language  .  250 

Drawing  . 200 

Bible  study  rooms,  one  large,  one  small,  total .  500 

Bible  secretary’s  room  . 100 

Stenography  .  200 

Typewriting  .  300 


Total  for  General  Class  Rooms  (see  Sec.  42-a)  . . .  1800 


4 

Grand  total  of  minimum  areas  for  Religious,  Social 

and  Educational  group .  8700 

53  Domestic  Arts  group  : 


Dressmaking  room,  including  a  screened-off  fitting 
room.  Closets  for  material  and  dress  forms,  at¬ 


tached  .  7°° 

Sewing  room,  provided  with  lockers  for  class  mem¬ 
bers,  should  have  closets  for  materials  attached  . . .  700 

Millinery  room,  with  lockers  for  class  members .  300 
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Technical  dressmaking  room,  including  screened-off 

fitting  room  .  500 

Director’s  office  .  100 

Teachers’  room  .  100 


Total  min.  area  for  domestic  arts  group .  2400 

54  Domestic  Science  group. 

Cooking  laboratories,  two  at  600 .  1200 

Store  room  and  pantry  for  both  (or  one  of  each),  with 

100  area,  attached  to  each  laboratory .  120 

Dining  room  .  150 

Kitchen  and  pantry  attached  to  dining  room .  150 

Director’s  office  .  100 

Teachers’  room  .  130 

Cloak  room  .  50 


Total  Min.  Area  for  Domestic  Science  Group .  1900 


55  Group  of  Miscellaneous  and  Social  Rooms. 

Club  Rooms;  two,  en  suite,  for  use  of  girls’  clubs; 
social,  educational,  University  Extension,  and 


other  work;  preferably  in  second  story;  total  area.  600 
Extension  Secretary’s  Room,  near  Club  rooms .  100 


Serving  Room  adjoining  one  club  room,  for  the  pro¬ 
viding  of  light  refreshments.  Could  with  advan¬ 
tage  have  dumb  waiter  communication  with  serv¬ 


ing  room  of  restaurant  department .  80 

Educational  Secretary’s  office  convenient  to  any  edu¬ 
cational  group  .  100 

Library,  three  divisons,  should  be  in  second  story. .  400 

Members’  Parlor,  would  be  well  placed  near  dining 

room,  but  may  be  on  2nd  or  3rd  floor .  250 

Rest  Room;  retired  and  quiet;  might  be  near  dining 
room,  need  not  be  weli  lighted;  arranged  for  12  or 

15  couches  .  400 

Public  Bath  Room,  in  basement,  with  one  shower 
bath  and  from  3  to  5  tubs .  170 


Total  Min.  Area  for  Group  of  Social  and  Misc.  Rms. .  2100 

56  Residence  Group. 

Preferably  placed  as  high  in  the  building  as  possible 
and  in  a  single  story  if  practicable,  but  may  be  in 
two  stories  if  necessary.  Single  bed  rooms  should 
be  not  less  than  7  ft.  6  in.  wide.  Each  bed  room 
should  have  a  small  closet,  whose  space  is  com¬ 
prised  in  the  area  called  for  and  which  may  project 
into  the  room.  Linen  closets  should  be  found  on 


each  floor  of  this  department. 

Single  rooms,  40  at  about  90  sq.  ft.  each,  total .  3600 

Double  rooms,  3  at  about  140  ft.  each,  total . .  400 

Suites,  3  at  about  330  ft.  each,  2  rooms  and  bath, 

total  .  1000 

Each  room  should  have  a  large  closet  attached. 

Sitting  room,  used  also  as  a  sewing  room,  (one  on 
each  floor  if  possible,  in  case  two  floors  are  used) 
at  least  one  with  area  of .  100 


General  bath  and  toilet  room .  .  300 

If  two  floors  are  used,  provide  general  bath  and 
toilet  for  each. 

Total  Min.  Area  for  Residence  Group .  5400 


57  Restaurant  Group. 

The  exit  from  dining  room  and  Cafeteria  should  be 
controlled  by  a  cashier’s  desk. 

Dining  room  (served  on  waitress  system)  intended  to 

seat  about  40  persons .  600 

Cafeteria  (served  on  counter  system)  intended  to  seat 


about  150  persons,  who,  on  entering,  first  pass  the 
serving  counter,  selecting  food  and  check,  then 

passing  to  tables .  1800 

Serving  room  for  both,  with  steam  tables .  150 

Dish  washing  room  for  both .  100 

Closets  for  linen,  china,  etc.,  convenient  to  dining 

room .  100 

Store  rooms,  convenient  to  kitchen .  150 

Kitchen  .  500 

Pastry  Kitchen  .  100 

Bakery .  100 

Refrigerator  Room .  100 

A  Director’s  office  is  desired,  but  not  required  on  this 
floor. 

Total  Min.  Area  for  Restaurant  Group .  3700 


58  Service  Group. 

Mechanical  Plant:  Boiler  room,  800;  space  for  dyna¬ 
mos,  vacuum,  filter  and  sterilizer,  cold  storage 
room,  refrigerating  and  ventilating  plants,  elevator 


machinery,  coal  storage,  etc.,  1600;  total .  2400 

Janitor’s  office  and  work  rooms,  two;  total .  200 

Store  rooms,  as  much  space  as  possible;  at  least. .. .  200 

Trunk  room,  300  if  possible,  but  at  least .  100 

Trunk  room,  basement  or  above .  100 

Laundry,  consisting  of  machine  room,  800,  and 

mending  and  sorting  room,  100;  total .  900 

The  above  are  assigned  to  the  basement. 

Servants’  Quarters ;  sleeping  space  for  eight  servants 


on  an  upper  floor,  in  single  rooms  as  far  as  possible, 
at  90  sq.  ft.,  total,  720;  sitting  room,  130;  general 


toilet  and  bath  with  dressing  room,  150;  total....  1000 

Total  Min.  Area  of  Service  Group .  4800 

59  Recapitulation  of  Minimum  Areas  of  Groups. 

Administration  .  2000 

Religious,  Social,  Educational,  Auditorium .  .2300) 

Physical  Training  and  Gymnasium . 4600)  8700 

General  Class  Rooms . 1800) 

Domestic  Arts  .  2400 

Domestic  Science  .  1900 

Social  and  Miscellaneous  .  2100 

Residence  .  54°° 

Restaurant  .  3700 

Service .  4800 


Total  .  31000 

Virtual  total,  counting  twice  the  area  of  auditorium 
(2300)  and  of  gymnasium  (2500)  because  two  sto¬ 
ries  in  height .  35800 


60  Toilets  and  lavatories  should  be  provided  for 

(a)  The  public,  in  connection  with  the  Auditorium ; 

(b)  Officers,  in  the  Administration  Department; 

(c)  The  users  of  the  Gymnasium  and  swimming  pool; 

(d)  The  use  of  members  on  second  floor  and  above; 

(e)  The  Residence  Section; 
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)  Servants,  in  basement,  in  uppermost  story  and  in  ser¬ 
vants’  quarters; 

;)  Janitor  and  engineer; 

1)  Also  Cleaners’  closets,  as  necessary  throughout  the 
building. 


[  Unassigned  and  Special  Rooms,  etc.  (desired,  not 
jquired)  :  One  or  two  of  the  former  kind  could,  with  ad- 
antage,  be  placed  in  each  of  the  educational  groups  of 
Doms  with  area  of  ioo  to  250  feet  each,  and  one  of  the  lat- 
;r,  with  an  area  of  300  to  500  feet,  would  be  useful  for  ex- 
ibitions,  directors’  meetings,  etc.  This  could  best  be  placed 
1  the  second  or  third  stories,  and  if  it  were  en  suite  with 
lembers’  parlor  would  increase  the  usefulness  of  both.  An 
dditional  office  for  an  assistant  secretary,  100  ft.,  in  the 
dministration  group  and  an  additional  room  in  basement 
or  trunk  storage  is  desired.  A  roof  garden  should  be  pro- 
ided  for,  although  not  possible  to  equip  at  present. 

>2  Cost.  The  building  fund  is  three  hundred  thou¬ 
sand  dollars.  This  must  meet  the  cost,  not  only  of  the 
milding  but  its  full  equipment  and  furnishing  and,  as  well, 
iundry  expenses  connected  with  the  building  enterprises, 
ncluding  those  of  this  competition.  For  the  latter  ex¬ 
penses,  the  Committee  will  reserve  forty  thousand  dollars 
($40,000.00),  and  the  balance,  two  hundred  sixty  thousand 
dollars  ($260,000.00)  must  cover  the  cost  of  the  building  of 
rapacity,  construction  and  finish  described  herein,  complete 
in  all  its  parts  and  ready  for  its  uses,  including  the  cost  of 
fees  to  architects  and  other  experts  in  the  designing  and 
supervising  of  construction  of  the  building,  of  machinery 
and  apparatus  necessary  for  heat,  light  (including  lighting 
fixtures),  ventilation,  power  and  other  equipment  and  in¬ 
stallations  specified  under  “mechanical  plant;”  sec.  58;  and 
of  curbs  and  sidewalks  and  any  constructions  under  the 
sidewalks  called  for  in  the  design.  But  the  said  sum  of  two 
hundred  sixty  thousand  dollars  ($260,000.00)  is  not  to  cover 
the  costs  of  site,  of  furniture  and  furnishings,  of  equipment 
for  gymnasium,  educational  departments,  restaurant  de¬ 
partment,  or  auditorium;  or  of  this  competition. 


63  It  is  the  judgment  of  the  competing  architects  that 
the  building  as  described  herein  may  be  constructed  and 
finished  at  a  cube  foot  cost  of  thirty-five  (35)  cents.  Its 
greatest  practicable  volume  will  therefore  be  seven  hun¬ 
dred  thirty-five  thousand  (735,000)  cubic  feet  and  debar¬ 
ment  has  in  consequence  been  fixed  at  this  limit  as  stated 
in  section  43.  Beyond  this,  the  relative  costliness  of  each 
design  as  to  construction,  ornamentation  and  finish  will  be 
taken  into  account  in  determining  its  merit  in  the  judgment. 


64  Cubage  will  be  computed  within  the  outer  face  line 
of  all  outer  walls,  measured  on  the  plane  of  the  first  story 
above  grade  between  the  mean  level  of  roofs  and  the  base¬ 
ment  floor  level.  The  volume  will  be  taken  to  include  por¬ 
ticoes  or  porches  to  the  outer  face  line  of  columns,  steps, 
bays,  sidewalk  vaults,  projections  above  the  mean  of  roofs 
and  any  other  element  adding  appreciably  to  the  bulk  of 
the  building.  Cubage  will  be  estimated  by  two  competent 
architects,  engaged  by  the  Committee  for  the  purpose. 


65  Construction.  This  is  to  be  of  steel  skeleton  fire¬ 

proofed,  for  walls,  and  floors  above  and  below,  all  large 
rooms  such  as  auditorium,  gymnasium,  power  plant,  swim¬ 
ming  pool,  and  any  other  part  of  the  structure  of  large  span 
and  heavy  unit  stress.  But  other  parts  of  the  structure  may 
be  constructed  in  reinforced  concrete.  Exterior  walls  are 
to  be  faced  with  vitrified  brick  with  limestone  or  terra  cotta 
ornamentation.  Systems  of  forced  ventilation,  filtering,  cold 
storage,  and  vacuum  cleaning,  etc.,  will  be  installed  as  shown 
in  sec.  58,  and  the  building  is  to  have  its  own  plant  for  the 
generation  of  heat,  light  and  power.  Workmanship  and 
materials  are  throughout  to  be  of  the  best  of  their  kinds; 
ornamentation  and  finish  of  the  simplest. 


72 


This  program  approved  this  3rd  day  of  April,  1908. 

(Signed)  J.  M.  HASTINGS, 
Chairman  Building  Committee,  Pro  Tern. 


WARREN  P.  LAIRD, 
Adviser. 
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INSTRUCTIONS  AND  REGULATIONS 

OF  A 

COMPETITION  FOR  THE  SELECTION  OF 

AN  ARCHITECT 

AND  THE 

PROCURING  OF  A  GENERAL  ARCHITECTURAL  PLAN  FOR  THE 

WESTERN  UNIVERSITY  OF  PENNSYLVANIA 

IN  THE  CITY  OF  PITTSBURG,  PENNSYLVANIA 


GENERAL  STATEMENT 


1  The  Western  University  of  Pennsylvania,  founded  in 
1787,  is  now  conducting  its  several  departments  of  instruc¬ 
tion  in  various  parts  of  Pittsburgh  and  the  former  city  of 
Allegheny,  the  greater  number  of  its  buildings  being  in  the 
latter.  New  buildings  are  required  and  the  University  has 
secured  a  tract  of  about  forty-three  acres  in  the  Oakland 
district  of  Pittsburgh  near  Schenley  Park  upon  which  it  will 
place  these  new  buildings  as  the  nucleus  of  a  future  Univer¬ 
sity  group,  to  be  complete  save  as  to  the  Observatory,  which 
will  remain  at  its  present  location  in  Riverview  Park. 

2  To  procure  a  plan  for  this  future  architectural  de¬ 
velopment  and  to  select  an  architect  to  design  and  supervise 
the  construction  of  its  first  building,  known  herein  as  the 
School  of  Mines  Building,  the  Executive  Committee,  acting 
under  authority  given  it  by  the  Board  of  Trustees,  has  es¬ 
tablished  this  competition  and  appointed  Warren  P.  Laird, 
Professor  of  Architecture  in  the  University  of  Pennsylvania, 
Philadelphia,  as  its  consulting  architect,  to  prepare  this  pro¬ 
gram  and  act  as  adviser  in  the  conduct  of  the  competition. 

3  The  Executive  Committee  is  composed  as  follows : 

Chancellor  S.  P.  McCormick,  ex  officio, 
George  H.  Clapp,  Chairman, 

Benjamin  Thaw, 

John  A.  Brashear, 

T.  H.  B.  McKnight, 

A.  J.  Kelly,  Jr., 

J.  B.  Eisaman, 

W.  L.  Scaife, 

S.  B.  Linhart,  Secretary, 
together  with  the  following  Trustees: 

S.  A.  Taylor, 

C.  F.  Scott. 

4  The  terms  of  this  competition  are  set  forth  in  this 
program,  which  constitutes  an  agreement  between  the  Com¬ 
mittee  on  the  one  hand  and  each  competitor  and  the  ap¬ 
pointed  architect,  severally,  on  the  other;  to  which  agree¬ 
ment  each  architect  gives  assent  by  submitting  designs  in 
competition. 

8  Two  architects  have  accepted  the  invitation  of  the 
committee  to  submit  designs  in  the  competition  ;  viz,  Messrs. 


Lord  &  Hewlett  and  George  B.  Post  &  Sons.  The  commit¬ 
tee  reserves  the  right  to  fill  the  place  of  either  of  these  archi¬ 
tects  in  the  event  of  his  withdrawal  from  the  competition. 

9  The  committee  desires  also  the  participation  of 
other  architects  of  good  professional  standing  and  of  experi¬ 
ence  in  the  execution  of  large  work.  Those  who  may  wish 
to  take  part  are  requested  to  apply  for  admission  upon  blank 
forms  to  be  had  upon  application  to  Dr.  S.  B.  Linhart,  Sec¬ 
retary,  802  Home  Trust  Building,  Pittsburgh,  Pa.,  and  the 
committee  will  extend  to  approved  applicants  an  invitation 
to  submit  designs. 

10  For  their  services  in  submitting  designs  in  this 
competition,  a  fee  of  one  thousand  dollars  ($1,000.00)  will 
be  paid  to  (a)  each  of  the  above-named  two  especially  in¬ 
vited  architects,  (b)  to  that  Pittsburgh  architect  whose  de¬ 
sign  ranks  highest  in  merit,  and  (c)  to  those  three  remaining 
architects,  regardless  of  locality,  whose  designs  rank  high¬ 
est  in  merit,  all  ranking  to  be  as  shown  in  the  adviser’s  re¬ 
port. 

11  The  prize  of  the  competition  will  be  the  commis¬ 
sion  to  design  and  supervise  the  construction  of  the  building 
to  be  the  first  constructed,  known  as  the  School  of  Mines 
Building. 

12  But  while  this  is  the  only  commission  assured  to 
the  successful  competitor,  it  is  probable  that  the  University 
will  also  place  in  his  hands  certain  other  buildings  whose 
construction  is  hoped  for  at  a  comparatively  early  period. 

13  While  for  the  group  plan  a  carefully  studied  gen¬ 
eral  scheme  only  is  expected,  it  will  be  necessary  to  produce 
for  the  School  of  Mines  Building  a  design  so  carefully  de¬ 
veloped  in  the  competitive  drawings  that  it  may  at  once  be 
carried  forward  into  working  drawings  and  specifications 
without  essential  change  of  scheme  or  principal  structural 
lines.  This  is  necessary  because  no  time  can  be  allowed  for 
re-study  (see  Sec.  46).  For  this  reason  the  general  arrange¬ 
ment  of  the  building  is  suggested  in  a  diagram  appended  to 
the  program,  but  this  is  to  be  regarded  less  as  a  pre-deter- 
mined  plan  than  as  a  guide  to  what  the  committee  believes 
will  be  the  best  general  scheme  of  the  building. 
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14  The  views  of  the  committee  will  best  be  met  by 
a  design  in  which  maximum  efficiency,  possibility  of  growth, 
adaptation  to  climate  and  environment,  and  minimum  cost 
of  construction  and  maintenance  and  operation, — are  com¬ 
bined  with  the  most  artistic  and  appropriate  architectural 
details  and  ensemble.  In  the  matter  of  architectural  treat¬ 
ment  the  committee  entertains  no  preferences  as  to  historical 
style,  believing  only  that  the  group  should  have  an  aspect 
expressive  of  its  purpose  and  consistent  with  the  peculiari¬ 
ties  of  its  site,  material  and  use.  A  tower  may  be  included 
in  the  composition,  but  must  not  be  required  to  provide  any 
of  the  accommodations  here  demanded.  In  view  of  the  de¬ 
lay  and  difficulty  in  securing  the  construction  of  such  a  fea¬ 
ture,  the  committee  will  be  less  disposed  to  regard  with 
favor  a  design  to  whose  completeness  it  is  absolutely  essen¬ 
tial,  than  one  less  dependent  upon  it  for  effect. 

15  It  is  to  be  distinctly  understood  that  this  competi¬ 
tion  has  for  its  purpose  not  only  the  selection  of  an  architect 
for  the  School  of  Mines  Building,  but  the  procuring  of  a 
general  plan.  Hence  it  is  agreed  that  the  premiated  design 
of  the  general  plan,  including  all  its  drawings,  shall  belong 
to  the  Western  University  of  Pennsylvania,  which  shall  have 
the  right  to  use  such  design  and  drawings  at  its  discretion; 
this  ownership  and  right  to  cover  also  the  design  as  re¬ 
studied. 

16  The  number  and  kind  of  drawings  and  their  scale, 
rendering,  presentation,  etc.,  are  to  be  as  follows : 

17  The  Group.  This  is  to  be  presented  in  (a)  a  plan 
which  need  not  comprise  more  than  the  site  and  its  closely 
adjoining  territory  and  which  is  to  show  buildings  in  block 
plan  only,  that  is  to  say,  without  any  internal  divisions ;  (b) 
elevations,  not  more  than  two,  taken  from  any  standpoint; 
and  (c)  sections  taken  through  the  group,  not  more  than 
two,  showing  in  elevation  at  least  those  buildings  lying  near¬ 
est  the  plane  of  intersection.  Plan,  elevations  and  sections 
are  to  be  drawn  at  a  scale  of  sixty-four  feet  to  the  inch. 

18  The  School  of  Mines  Building.  This  is  to  be  shown 
in  (d)  a  plan  of  each  floor;  (e)  two  elevations;  and  (f)  one 
section,  the  principal  elevation  to  be  at  the  scale  of  sixteen 
feet  to  the  inch  and  the  remaining  drawings  at  the  scale  of 
thirty-two  feet  to  the  inch. 

19  Rendering.  Plans  are  to  have  horizontal  intersec¬ 
tions  blacked  in  or  tinted;  lettering  and  the  outlines  de¬ 
scribed  below  may  be  shown  in  red,  but  otherwise  the  only 
color  to  be  employed  throughout  the  drawings  is  to  be  a 
single  monotone,  and  gold  is  not  to  be  used  in  any  way. 
Shadows,  cast  at  an  angle  of  45  degrees  with  horizontal  and 
vertical  planes,  may  be  shown  in  any  drawing.  In  the  School 
of  Mines  Building,  treatment  of  floor  and  ceiling  surfaces 
and  installation  of  apparatus  and  furniture  may  be  indicated. 
A  single  human  figure  five  feet  eight  inches  high  should  be 
drawn  against  each  elevation  to  show  its  scale.  The  ren¬ 
dering  of  group  drawings  (a),  (b)  and  (c)  may  be  as  com¬ 
plete  as  desired,  but  should  be  very  simple;  and  there  are  to 
be  upon  the  drawings  for  the  School  of  Mines  Building  (d, 
e  and  f)  no  accessories  of  any  kind,  whether  of  natural  or 
architectural  scenery,  save  only  as  above  specifically  per¬ 
mitted. 

The  group  plan  is  to  show  all  future  extensions  to  build¬ 


ings  in  dotted  or  red  outline,  clearly  drawn,  but  not  having 
the  enclosed  area  blacked  in  or  tinted  as  required  for  the 
buildings  proper. 

All  other  drawings  (b,  c,  d,  e  and  f)  may,  if  desired,  also 
show  any  proposed  future  extensions  indicated  in  the  group 
plan,  but  this  must  be  done  only  in  a  dotted  or  red  outline  of 
the  silhouette  or  outer  edge  of  such  extensions. 

The  School  of  Mines  Building.  In  the  group  plan  and  its 
elevations  and  sections  (a,  b  and  c)  the  School  of  Mines 
Building  (to  wit,  that  section  of  the  complete  future  group 
or  building  for  the  School  of  Mines  first  to  be  constructed) 
should  be  distinguished  by  lettering  and  a  clearly  drawn  out¬ 
line,  but  it  should  not  be  so  rendered  as  to  attract  especial 
attention. 

The  outlines  of  tracts  A,  B  and  A2  need  not  be  shown  on 
the  drawings  as  they  will  be  determined  by  the  committee 
through  a  key  plan. 

20  Legend.  There  are  to  be  written  on  the  plans,  as 
space  may  permit,  the  names  of  buildings  or  divisions  of 
the  group,  and  of  rooms  with  their  dimensions  and  area,  and 
in  the  section  (f)  its  story-heights  from  floor-top  to  floor- 
top.  The  topographical  elevations  at  important  points 
should  be  indicated  in  the  group  section  (c).  If  any  title  is 
placed  upon  the  drawings  it  shall  be  “Competition  of  the 
Western  University  of  Pennsylvania,”  and  only  such  other 
words  as  may  be  necessary  to  designate  divisions  or  build¬ 
ings  of  the  group,  rooms  and  stories  and  their  purposes  and 
dimensions,  drawings  and  their  parts  and  the  scale  to  which 
they  are  drawn.  Simple  lettering  and  not  script  is  to  be 
employed  throughout  all  drawings  for  words  and  figures. 

21  Presentation.  Drawings  are  to  be  presented  on 
Whatman  or  similar  white  paper,  in  sheets  not  over  thirty 
by  thirty-six  inches  (30x36  in.)  in  size,  one  or  more  draw¬ 
ings  to  each  sheet. 

22  Description.  A  description,  while  not  desired  by 
the  Committee,  may  accompany  each  design,  explaining  any 
of  its  features  which  cannot  be  included  or  clearly  indicated 
in  the  drawings. 

23  General.  No  competitor  may  submit  more  than 
one  design ;  flaps  and  alternative  drawings  are  not  per¬ 
mitted;  no  design  is  to  be  accompanied  by  drawings,  dia¬ 
grams,  models  or  any  means  of  illustration  other  than  those 
called  for  by  this  program,  and  the  required  drawings,  both 
as  to  number  and  kind  and  character  of  drawing,  rendering 
and  presentation,  and  the  description,  must  conform  strictly 
to  the  program  requirements. 

24  Anonymity  of  Authorship.  No  nom  de  plume  or 
symbol  or  any  other  identifying  name  or  mark  is  to  appear 
upon  the  wrapper  in  which  designs  are  delivered  nor  upon 
any  of  its  contents  save  within  the  sealed  envelope  as  pro¬ 
vided. 

25  Delivery  of  Designs.  The  drawings,  unmounted, 
are  to  be  enclosed  in  portfolios  or  stiff  boards  or  rolled  in 
strong  tubes  not  less  than  three  inches  in  diameter,  securely 
wrapped,  addressed  and  delivered  to  Professor  Warren  P. 
Laird,  Room,  305  College  Hall,  University  of  Pennsylvania, 
Philadelphia,  Pa.,  not  later  than  twelve  o’clock  noon  on 
Saturday,  March  28th,  1908. 
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27  Judgment.  The  adviser  will  examine  the  designs 
and  will  select  that  one  which  in  his  opinion  gives  promise 
of  the  best  result  when  carefully  studied  and  developed  in 
all  its  parts  and  details,  and  will  recommend  it  to  the  com¬ 
mittee  for  their  choice  as  the  “premiated  design.”  In  mak¬ 
ing  this  selection,  the  adviser  will  hold  that  the  design  de¬ 
fines  the  professional  and  artistic  capacity  of  its  author  for 
dealing  with  this  especial  problem,  as  it  may  be  regarded 
from  all  points  of  view,  contemplating  the  composition  of 
the  group  as  of  importance  paramount  to  the  treatment  of 
the  School  of  Mines  Building.  The  adviser  will  then  place 
the  remaining  designs  in  the  order  of  their  merit  and  will 
report  such  rating  to  the  committee.  In  this  rating  the  de¬ 
sign  recommended  by  him  for  the  committee’s  choice  as  the 
“premiated  design”  shall  rank  first.  The  recommendation 
as  to  the  design  placed  first  and  report  as  to  the  other  se¬ 
lected  designs,  together  with  any  comments,  shall  consti¬ 
tute  the  report  of  the  adviser  to  the  committee. 

28.  Awards.  The  Committee  will  then,  after  careful 

consideration  of  the  aforesaid  report  and  after  examination 
of  all  of  the  designs  with  the  adviser’s  assistance,  take  ac¬ 
tion  by  selecting  that  design  which  may  in  its  opinion  be 
best  and  will  designate  said  design  as  “premiated” ;  will 
thereupon  open  the  envelope  containing  the  name  of  its  au¬ 
thor  and  will  forthwith  award  him  the  prize  of  the  competi¬ 
tion  by  designating  and  appointing  him  the  architect  of  the 
work  described  in  Sec.  44  of  this  program.  The  committee 
will  then  open  the  remaining  envelopes  and  will  award  to 
that  Pittsburgh  architect  whose  design  ranks  highest  in  the 
adviser’s  rating  a  fee  of  one  thousand  dollars  ($1,000.00) 
and  also  to  those  other  three  architects,  regardless  of  local¬ 
ity,  but  exclusive  of  the  two  especially  invited  architects, 
whose  designs  rank  highest  in  the  adviser’s  rating,  a  like 
fee  of  one  thousand  dollars  ($1,000.00)  each.  It  is  intended 
to  make  the  awards  not  later  than  April  nth,  1908. 


29  Payments.  Within  thirty  days  after  the  making  of 
the  awards  there  will  be  paid  to  the  appointed  architect  fif¬ 
teen  hundred  dollars  ($1,500.00)  on  account  of  his  fee  as 
architect  of  the  work  and  to  the  remaining  architects  the 
competitive  fees  provided  in  Sec.  10.  The  payment  to  the 
appointed  architect  above  provided  for  shall  be  understood 
to  be  in  lieu  of  any  competitive  fee  due  him. 

30  Return  of  Designs.  Following  the  awards,  the 
committee  will  forthwith  return  to  their  authors  the  unac¬ 
cepted  designs  and  will  make  no  use  of  them  nor  of  anything 
contained  in  them  which  is  original  as  to  this  competition 
without  proper  compensation  to  its  author. 

31  Debarment.  The  prize  of  the  competition  will  not 
be  awarded  to  the  author  of  any  design  in  which  the  design 
for  the  School  of  Mines  Building  exceeds  in  its  cubage  the 
limit  fixed  in  Sec.  44,  computed  as  described  in  Sec.  33,  or 
whose  total  capacity  in  square  feet  net  is  less  than  that  called 
for  in  Sec.  44. 

32  Forfeiture.  Any  competitor  who  violates  the  pro¬ 
visions  of  Sec.  5,  23  or  24,  or  whose  drawings  are  delivered 
after  the  time  set  for  their  receipt  (Sec.  25)  will  be  excluded 
from  competition  and  will  thereupon  forfeit  any  claim  upon 
the  Committee  for  compensation.  This  penalty  may  be  im¬ 
posed  at  any  time,  inclusive  of  that  at  which  the  sealed  en¬ 
velopes  are  opened. 

33  Computations.  All  computations  on  the  School  of 
Mines  Building  will  be  made  by  two  competent  architects, 
not  competitors,  engaged  by  the  committee  for  this  purpose. 

34  Arbitration.  In  the  event  of  disagreement  between 
the  committee  and  any  competitor  or  the  appointed  archi¬ 
tect,  either  during  or  subsequent  to  the  competition,  upon 
any  of  the  provisions  of  this  program,  all  parties  at  interest 
hereby  agree  to  accept  the  adviser  as  arbitrator  and  his  de¬ 
cisions  as  finah 
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35  The  future  organization  of  the  University  cannot 
be  stated  in  other  than  very  general  terms,  nor  can  the  ex¬ 
tent  or  direction  of  growth  in  any  of  its  departments  be  pre¬ 
dicted.  It  is  therefore  necessary  that  the  plan  scheme  be 
adaptable  to  changing  conditions  which  may  show  them¬ 
selves,  with  respect  to  any  department  or  a  portion  of  it,  in 
(a)  unequal  growth  of  parts ;  (b)  introduction  of  new  sub¬ 
jects  of  instruction  or  functions  of  administration,  and  (c) 
change  of  location  from  one  building  to  another.  This  re¬ 
quires  provision  in  the  plan  for  the  expansion  of  all  build¬ 
ings  and  groups  without  resulting  congestion. 

36  The  plan  is  to  determine  primarily  the  arrange¬ 
ment  of  buildings  into  groups  forming  an  organic  whole. 
One  of  these  buildings,  that  for  the  School  of  Mines,  will 
be  immediately  constructed  and  its  position  and  that  of  the 
group  to  which  it  will  belong  will  thus  become  at  once  fixed. 

37  Regarding  the  distribution  of  buildings  (listed  in 
the  subjoined  table)  it  may  be  said  that  the  Professional 
Division  (q)  will  have  a  less  close  relation  to  that  of  the 
Liberal  Arts  and  Sciences  (m)  than  will  Philosophy  (o)  and 
Technics  (p).  But  it  may  be  found  an  advantage  to  so  re¬ 


late  the  Professional  Division  to  the  buildings  for  Chemis¬ 
try,  Physics  and  Biology  (m  2,  3  and  4)  that  they  will  be 
equally  convenient  to  students  both  in  the  Liberal  Arts  and 
Sciences,  in  the  Professional  Division  and  the  School  of 
Mines  and  of  Engineering  (p  4  and  5).  In  such  case  the 
Laboratories  of  Chemistry  would  best  take  form  in  a  group 
of  three  buildings:  one  for  the  College  of  Arts  (mi)  and  the 
Engineering  Departments ;  one  for  the  Departments  of 
Medicine,  Pharmacy  and  Dentistry  (q  2,  3  and  4),  and  one 
for  Research  and  Administration,  the  space  proportions  of 
which  are  shown  in  the  table  (m  2). 

38  The  tracts  “A”  and  “B,”  lying  northward  of  the 

“University  Site”  and  “A2”  adjoining  it  on  the  southwest, 
while  not  now  available  for  building  purposes,  may  be  em¬ 
ployed  in  the  group  plan  for  any  of  the  following  buildings 
or  features:  The  Assembly  Halls  (b),  departments  of  Phil¬ 
osophy  (o),  Finance  and  Commerce  (pi),  Pedagogy  (p  2), 
Fine  Arts  (p  3),  future  building  (m  5),  Chapel  (h),  Club 
Houses  (i)  and  the  Garden  (1),  if  it  is  not  attached  to  “a” 
or  “m.”  Any  of  these,  however,  may  be  placed  on  the  “Uni¬ 
versity  Site.”  But  the  following  must  be  placed  on  tracts 
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“B,”  or  “A2,”  to  wit:  The  Women’s  College  Division 
i)  and  future  dormitories  (g). 

i  The  principal  arteries  of  approach  to  the  Univer- 
ty  from  the  city  will  be  Fifth  Avenue,  Forbes  Street  and 
enter  Avenue,  the  last  named  being  less  important  than 
ie  others. 


From  the  business  district  the  approach  is  from  the  south- 
est  and  from  the  residence  district  it  is  from  the  east  and 
Drtheast. 


The  best  views,  looking  away  from  the  site,  are  from 
ist  southward  around  to  southwest,  through  nearly  half 
ie  compass,  over  a  considerable  distance. 

The  winds  of  all  seasons  generally  prevail  from  the  west 
nd  southwest. 


It  is  believed  that  the  best  gradients  for  a  vehicle  approach 
3  the  upper  levels  of  the  site  will  be  found  by  way  of  De 
ioto  Street.  Adequate  provision  of  roadways  and  other 
horoughfares  is  required  both  for  pleasure  vehicles,  service 
vagons  and  pedestrians  and  it  is  desired  that  attention  be 
pven  to  the  possibility  of  including  the  elevator  among  the 
neans  of  travel,  for  pedestrians,  between  the  upper  levels  of 
he  property  and  its  approaches.  Coal  and  other  supplies 
nust  be  conveyed  to  the  grounds  by  wagon.  All  streets 
ying  entirely  within  the  full  area  of  the  site  (comprising 
:racts  “A,”  “B”  and  “A2”)  may  be  treated  as  though  va- 
:ated,  but  a  convenient  right  of  way,  suitable  for  vehicles, 
between  Breckenridge  Street  and  that  part  of  Berthoud 
Street  lying  southwest  of  the  “University  Site”  should  be 
found  through  the  site. 


40  The  heights  of  buildings  generally  should  not  ex¬ 

ceed  four  stories,  including  a  basement,  those  on  sloping 
ground  preserving  as  nearly  as  possible  an  average  of  this 
number.  Dormitories  should  have  four  stories  and  are  not 
to  exceed  five.  Shops  and  largest  lecture  rooms,  generally 
speaking,  will  be  two  stories  in  height  with  no  rooms  over¬ 
head.  Story  heights,  floor  to  floor,  may  be  taken  at  ten  feet 
for  dormitories  and  fifteen  feet  for  other  buildings,  but  this 
is  only  approximate  and  is  stated  for  the  determination  of 
elevations  in  the  group  study.  More  specific  requirements 
are  given  for  the  School  of  Mines  Building  in  Sec.  44.  Build¬ 
ings  must  be  so  placed  as  to  secure  good  light.  A  sufficient 
light  for  any  building  will  be  one  unobstructed  within  a 
plane  lying  at  forty-five  degrees  with  the  intersection  of  the 
basement  floor  level  with  its  outer  wall.  Basement  window 
sills  should  in  no  case  be  below  grade  level.  The  grounds 
should  have  suitable  architectural  landscape  treatment. 


To  connect  two  or  more  buildings  related  to  each  other 
into  one  structure,  where  not  suggested  in  the  program,  will 
not  violate  the  instructions,  but  it  would  create  a  problem  in 
building  operation  perhaps  more  difficult  to  solve  than  that 
of  isolated  structures,  and  hence  possibly  counting  in  the 
judgment  against  the  design  presenting  it. 


As  regards  the  relation  between  the  space  demands  of  the 
program  and  the  available  building  area  of  the  site,  it  is  real¬ 
ized  that  the  nature  of  the  site  will  necessitate  a  great  deal 
of  terracing  to  permit  its  full  use  and  that  such  operations 
must  cover  all  the  site  save  small  portions  where  the  cost 
would  be  so  far  out  of  proportion  to  the  value  of  the  re¬ 
deemed  area  as  to  make  terracing  impracticable. 


Therefore  some  portion  of  the  total  area  of  approximately 
55  acres  is  not  available.  The  total  ground  area  asked  for  in 
buildings  is  somewhat  over  thirteen  acres  (under  600,000 
square  feet)  in  addition  to  which  the  full  allowance  asked 
for  to  cover  probable  expansion  is  about  two  and  one-half 
acres — a  total  of  not  over  sixteen  acres.  To  this  must  be 
added  one  or  more  acres  required  for  gardens,  etc. 


In  studying  the  plan  arrangement  under  these  conditions 
it  is  to  be  observed  both  that  the  program  allows  a  reduction 
in  building  areas  of  not  to  exceed  ten  per  cent,  and  that  the 
expansion  to  be  provided  for  is  in  the  nature  of  things  only 
approximate,  being  stated  as  “probable.”  Therefore  while 
it  is  vital  that  there  should  be  a  suitable  arrangement  of 
buildings  of  kind,  number  and  minimum  area  asked  for,  the 
nature  of  the  site  must  influence  the  actual  space  available 
for  expansion. 


41  The  following  table  presents  a  list  of  the  buildings 

and  other  parts  required,  states  their  purposes  and  general 
contents ;  the  area,  in  square  feet  (or  acres  where  so  stated), 
which  they  will  occupy  on  the  ground  and  the  proportion  of 
this  to  be  allowed  for  their  probable  expansion.  While  all 
these  areas  are  to  be  considered  as  approximate,  they  cannot 
in  any  case  be  reduced  by  more  than  ten  per  cent.  ( 10 %) 
without  injury.  While,  on  the  other  hand,  they  may  be  in¬ 
creased  with  advantage,  this  increase  should  be  especially 
sought  where  asked  for.  Buildings  and  other  functions  re¬ 
quired  in  the  plan  will  be  found  grouped  in  the  table  under 
three  heads:  First,  those  for  the  general  use  of  the  Univer¬ 
sity  ;  second,  those  pertaining  to  the  several  departments  of 
instruction,  and  third,  those  needed  for  the  School  of  Mines 
as  shown  in  detail,  all  as  follows : 


Ground  Ratio  of 
Area  Future 
Desired  Growth 


42 


First. 


(a)  Administration ;  with  business  rooms 
for  officers  and  clerical  staff,  and  meeting 
rooms  for  Trustees,  Faculties,  etc.  Quar¬ 
ters  for  caretaker.  One  building .  5j000  None 

With  this  may  be  combined  the  Assem¬ 
bly  Halls  (b)  in  a  single  building. 


(b)  Assembly  Halls,  two;  for  commence¬ 
ment  exercises,  alumni  gatherings,  mass 
meetings,  public  lectures,  class  func¬ 
tions,  etc.,  one  of  12,000;  one  of  5,000;  one 
or  two  buildings ;  may,  however,  be  com¬ 
bined  with  administration  (a)  in  a  single 
building  .  17,000  None 


(c)  Library ;  for  reference  works  and  special 
collections.  The  proximity  of  the  Car¬ 
negie  Library  and  existence  of  working 
libraries  in  departmental  buildings  renders 
a  large  University  library  unnecessary. 
One  building  . . 


8,000  20% 


(d)  Museum ;  for  special  collections,  gener¬ 
ally  for  the  use  of  the  technical  depart¬ 
ments.  Considerations  such  as  those  af¬ 
fecting  the  library  will  make  this  also  a 
relatively  small  single  building .  8,000  20% 
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Ground 
Area 
Desired 

(e)  Gymnasium;  with  training  quarters;  to 
comprise  a  complete  equipment  for  a  de¬ 
partment  of  Physical  Education  and  of¬ 
fices  for  the  association  in  charge  of  uni¬ 
versity  athletics,  50%  increase  desired, 

20%  required;  area .  10,000 

(An  athletic  field  will  not  be  included  in 
the  plan  scheme). 

(f)  Residence;  (1)  Dormitories,  in  a  group 
composed  on  the  small  quadrangle  prin¬ 
ciple  (100  to  150  men  and  a  dining  hall  or 
“commons”  to  each  “house,”  which  will 
surround  three  sides  of  a  small  quadrangle ; 
that  is  to  say,  the  “houses”  should  form  a 
single  homogeneous  group  so  composed 
as  to  create  small  quadrangles  closed  on 
three  sides  and  open  on  the  fourth).  (2) 

Dwelling  for  superintendent  of  grounds 
and  buildings  (dwellings  for  Chancellor 
and  Faculty  are  not  to  be  included  in  the 
plan  scheme)  ;varea,  exclusive  of  quad¬ 
rangles  .  100,000  None 

(g)  Additional  dormitories  for  future  con¬ 
struction  of  at  least  equal  area  and  on  the 
same  plan  are  to  be  provided  on  tracts 

“A,”  “B”  or  “A2” .  100,000  None 

(h)  Chapel.  Either  combined  with  or 
placed  near  the  dormitory  system,  or  to 

form  part  of  the  Administration  group. . .  8,000  None 

(i)  Club  Houses.  One  for  students ;  such  as 
the  Houston  Club  House  of  the  Univer¬ 
sity  of  Pennsylvania  or  the  Union  at  Har¬ 
vard  ;  6,000.  One  for  the  Faculty,  3,000. 

The  first  convenient  to  dormitories,  the 
second  to  Administration  or  the  Liberal 

Arts  Division.  Two  buildings .  9,000  30% 

(k)  Power  Plant ;  light,  heat  and  power  for 
entire  institution;  workshops,  storehouse, 
fire  department  house,  gardener’s  house 
with  implement  room  included  or  at¬ 
tached,  carriage  house,  etc.  Six  or  eight 
buildings,  not  necessarily  to  be  grouped 

together;  total  area .  8,000  40% 

(The  power  plant  should  be  located  as  re¬ 
quired  for  sufficient  and  economical  service, 
although  probably  for  a  time  it  will  house 
the  shops  of  the  School  of  Engineering.) 

(l)  A  garden  suitably  arranged  and  equipped 
for  outdoor  festivities,  such  as  alumni 
gatherings,  class  functions,  outdoor  plays, 
etc.  This  could  be  so  related  to  the  Divis¬ 
ion  of  Liberal  Arts  and  Sciences  or  the 
Administration  group  and  enclosed  by 
means  of  permanent  fences  and  gates  as  to 
permit  the  segregation  on  special  occa¬ 
sions  of  this  feature  of  the  general  plan. 

It  could  be  formed  in  spaces  between  the 
buildings  or  of  areas  in  addition  thereto. 


Ratio  of 

Future 

Growth 


20% 


Ground 

Area 

Desired 

43  Second. 

(m)  Division  of  “Liberal  Arts”  and  Sciences. 

1.  “The  College  of  Arts,”  Languages, 

History,  Political  Sciences,  Mathe¬ 
matics,  etc.,  lecture  rooms,  large  and 
small,  and  recitation  rooms,  studies 
and  dean’s  offices ;  one  to  three  build¬ 
ings;  20,000,  if  possible  and  at  least. .  16,000 

2.  Chemistry.  Lecture  rooms  and  la¬ 
boratories,  large  and  small,  library, 
museums,  supply  rooms,  offices,  stu¬ 
dies,  etc.  The  total  area  of  this  de¬ 
partment  should  be  brought  to  30,000, 
if  possible,  distributed  in  the  propor¬ 
tions  shown  below,  but  must  be  at 

least .  24,000 

One  building,  or  a  group  of  three  as 
provided  in  Sec.  37,  with  areas  dis¬ 
tributed  as  follows :  For  undergrad¬ 
uate  instruction,  one  building,  12,000; 
for  schools  of  medicine,  Dentistry  and 
Pharmacy,  one  building,  9,000,  and 
for  Research  and  Administration,  one 
building,  3,000. 

3.  Physics.  Lecture  rooms  and  labora¬ 

tories,  large  and  small,  apparatus 
rooms,  library,  recitation  rooms,  of¬ 
fices,  studies,  etc.;  one  building .  10,000 

4.  Biology,  for  Botany,  Zoology  and 

Bacteriology;  laboratories,  lecture 
rooms,  aquaria,  small  conservatory  on 
roof,  museums,  library,  apparatus 
rooms,  studies,  etc.;  one  building. . . .  12,000 

Botanical  garden  attached,  having 
southerly  slope  or  northerly  shelter, 

and  containing  two  acres,  if  possible, 


but  at  least .  1  acre 

5.  A  building,  available  for  the  future 
use  of  a  new  department  in  this  Di¬ 
vision  of  Liberal  Arts  and  Sciences. .  8,000 


(n)  Women’s  College  Division:  Group  of 
two  or  three  buildings  for  instruction  (lec¬ 
ture  halls,  library,  laboratories,  offices, 
etc.),  residence  (dormitories,  commons, 

club  rooms,  etc.)  and  gymnasium .  20,000 

Provision  will  thus  be  made  for  all  in¬ 
struction,  residence  and  physical  training 
for  women;  otherwise  this  division,  as  all 
others,  requires  relation  to  functions  of 
common  use  (e.g.,  a,  b,  c,  d,  h,  1). 

Recreation  grounds  and  garden  are  to  be 
provided  if  possible.’ This  division  is  to 
be  placed  on  tracts,  A,%B  or.  A2V 

(o)  Division  of  the  Department  of  Fhilo;SC-  A 

phy  (Graduate  School:)  ;  ’.large  and  ’small  »  •  • 
lecture  rooms,  dean’s  offices,  studies  and 
about  fifteen  seminar  rooms ;  one  build¬ 
ing  . . .  5>°°° 


Ratio  of 

Future 

Growth 


3°% 


30% 


30jo 


30% 


50% 


20% 


20% 


30% 
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(p) 


8,000  30% 


20% 


Ground  Ratio  of 
Area  Future 
Desired  Growth 

Technical  Division: 

1.  Finance  and  Commerce  (as  in  the 

Wharton  School  of  the  University  of 
Pennsylvania).  Lecture  and  class 
rooms,  library,  studies  and  offices, 
one  building;  10,000,  if  possible,  but 
at  least  . 

2.  Pedagogy ;  main  building.  (Lecture 

rooms,  library,  museum,  rooms  for 
manual  training,  domestic  arts  and 
economy,  fine  arts,  etc.),  model 
school  for  kindergarten,  elementary 
and  secondary  instruction  ;  one  or  two 
buildings .  12,000 

3.  Fine  Arts,  (a)  Architecture  (on  the 
didactic  side,  technics  being  provided 
for  in  another  institution,  such  as  the 
Carnegie  Technical  Schools) ;  Music 
and  the  History  and  Appreciation  of 
Art.  Lecture  and  class  rooms,  stu¬ 
dies,  concert  and  practice  rooms,  ex¬ 
hibition  rooms  for  painting,  sculp¬ 
ture  and  architectural  casts ;  one 

building .  10,000  20% 

4.  The  School  of  Mines.  A  group  of  at¬ 
tached  buildings,  with  total  area  of 

80,000,  if  possible,  but  at  least .  50,000  50% 

The  detailed  requirements  of  this 
group  and  of  the  “School  of  Mines 
Building”  portion  to  be  first  con¬ 
structed  are  stated  in  full  in  Sec.  44. 

5.  The  School  of  Engineering;  compris¬ 
ing  the  departments  of  Civil,  Mechani¬ 
cal  and  Electrical  Engineering;  to  be 
in  one  building  or  in  three  with  close 
and  convenient  communication  under 
cover.  Civil  and  Mechanical  depart¬ 
ments  ;  lecture  and  class  rooms,  shops, 
drafting  rooms,  laboratories,  library, 
museums,  instrument  rooms,  society 
room,  studies,  offices,  etc.,  28,000  to 
35,000,  about  one-third  of  which  may 
be  regarded  as  for  shops,  etc.,  two 
stories  high,  with  no  rooms  over. 

Electrical  department ;  lecture  and 
class  rooms,  laboratories,  drafting 
rooms,  library,  instrument  rooms, 
society  rooms,  offices,  studies,  etc., 

22,000  to  25,000,  of  which  about  one- 
third  will  be  in  two-story  rooms  as 
above;  to^d;  £o,poo,  if  :pps,s;iblu'j)ut  at 

least  ..  .‘.V.  /.  ; : \  Cs.  p/.W.d  i  . 

Ch<jmicaPEn‘g'ffieering  .will  lja^§c©ui-i 
modated'  in  These  and  The.  Cheimj.s-try 
Buildings. 

All  engineering  buildings  (p  4  and  5) 
should  be  grouped  together. 


50,000  50% 


Ground  Ratio  of 
Area  Future 
Desired  Growth 

(q)  Professional  Division : 

1.  Law;  lecture  and  class  rooms,  court 

and  study  rooms,  library,  studies,  of¬ 
fices,  etc.;  one  building .  8,000  30 % 

2.  Medicine;  group  of  six  or  eight 
buildings  for  hospitals,  laboratories, 
lecture  rooms,  and  clinics,  dissecting 

rooms,  museums,  residence,  etc .  60,000  20% 

3.  Pharmacy ;  lecture  and  class  rooms, 
laboratories,  museum,  library,  studies, 

offices,  etc. ;  one  building .  10,000  30% 

4.  Dentistry;  lecture,  class  and  clinic 
rooms,  laboratories,  library,  museum, 

studies,  offices,  etc.;  one  building.  . .  .  8,000  20% 

44  Third. 

The  department  of  mining  engineering,  known  as  the 
“School  of  Mines,”  will  provide  for  two  general  divisions 
of  instruction,  one  in  mining  and  geology  and  the  other  in 
metallurgy,  assaying  and  ceramics.  Both  may  be  cared  for 
in  a  single  group  of  attached  buildings,  but  the  second  re¬ 
quires  a  chimney  about  100  feet  high  to  carry  away  the 
flames  and  acid  fumes  from  its  kilns  and  furnaces.  This 
chimney  will  not  be  required  by  the  present  or  “School  of 
Mines  Building.” 

Three  somewhat  dissimilar  elements  will  compose  the  re¬ 
quired  buildings ;  first,  the  ordinary  structure  for  class,  lec¬ 
ture  and  preparation  rooms,  private  laboratories,  adminis¬ 
tration  offices,  etc. ;  second,  the  laboratory  structure,  not 
over  fifty  feet  in  external  width  and  preferably  about  forty- 
six,  open  full  width  and  lighted  on  both  sides,  one  labora¬ 
tory  affording  communication  with  another  if  need  be  and 
the  length  of  single  laboratories  being  not  less  than  fifty 
feet  (preferably  not  less  than  seventy-five)  ;  third,  three 
sheds  for  coal  washing  and  ore  dressing  and  ceramics  (for 
the  departments  of  metallurgy,  assaying  and  ceramics,  re¬ 
spectively)  which  may  have  the  width  of  the  laboratory 
building,  but  require  twice  their  length  and  must  have  a 
floor  with  a  pitch  of  from  one  in  twelve  to  one  in  ten  to  af¬ 
ford  proper  flow  of  water. 

Story  heights  will  be,  from  floor  to  floor,  not  less  than  fif¬ 
teen  feet.  Largest  lecture  rooms  save  in  present  section,  or 
“School  of  Mines  Building,”  will  be  two  stories  in  height, 
but  all  other  rooms,  including  laboratories  and  sheds,  will  be 
one  story  high.  There  is  no  objection  to  supporting  posts 
in  laboratories  and  sheds,  but  no  rooms  may  be  placed  over 
the  latter.  The  group  may  well  be  so  located  that  the  shed 
floors  will  conform  to  the  natural  slope  of  the  ground. 

From  two-thirds  to  three-fourths  of  the  ground  area  as¬ 
signed  to  this  group  will  be  occupied  by  its  laboratories  and 
sheds.  The  latter  will  be  attached  to  the  former,  extending 
at  right  angles  from  the  side  of  a  laboratory  or,  preferably, 
attached  to  its  end. 

The  type  of  plan  arrangement  preferred  by  this  depart¬ 
ment  has  as  its  nucleus  or  chief  feature  a  class  room  and 
administrative  building  from  which,  extending  at  right  an¬ 
gles,  will  be  laboratory  wings,  as  indicated  in  the  sketch 
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appended  to  this  program.  This  plan  is  believed  to  offer  a 
better  length  and  more  convenient  number  of  laboratory 
wings  than  would  one  with  either  five  or  three  wings  yield¬ 
ing  the  same  total  area.  Should  the  minimum  ground  area 
of  50,000  square  feet  be  employed,  its  50%  expansion  should 
be  in  a  direction  to  complete  this  full  plan,  and  should  the 
maximum  area  of  80,000  be  realized,  its  50%  expansion  could 
well  add  both  number  and  length  to  the  laboratories. 

The  School  of  Mines  Building,  (to  wit,  that  section  of  the 
above  group  which  is  first  to  be  constructed).  The  required 
rooms  and  their  capacities,  relations,  etc.,  are  given  below. 
The  appended  sketch  shows  a  plan  in  which  their  arrange¬ 
ment  is  acceptable  (see,  however,  the  program,  Sec.  13). 
In  this  plan  the  future  extension  of  the  “head  house”  would 
require  alteration  of  spaces  opposite  stairways  into  corri¬ 
dors  and  laboratory  dark  rooms,  while,  in  general,  the  labor¬ 
atory  space  would  extend  into  the  head  house  as  far  as  eleva¬ 
tor  wall. 

While  this  building  is  to  be  designed  for  the  uses  of  the 
School  of  Mines,  the  entire  first  story  will  be  occupied  for 
a  time  by  the  University  administration  and  the  College  of 
Arts.  Therefore,  while  structural  lines  and  members  will 
be  determined  by  ultimate  requirements,  temporary  uses 
will  call  for  partitions  and  other  lighter  constructions  of  a 
temporary  character.  The  building  is  to  have  a  service  ele¬ 
vator  and  suitable  toilets  for  officers,  instructors,  women 
and  students.  A  cellar  will  underlie  the  entire  building,  but 
is  not  available  for  any  of  the  above  space  requirements. 
No  attic  is  contemplated. 

All  areas  are  stated  in  square  feet,  those  for  the  School 
of  Mines  Building  covering  only  the  actual  floor  space  of 
the  rooms  concerned.  These  are  stated  at  a  minimum  and 
should  in  no  case  be  reduced.  It  is  believed  that  they  can, 
in  total,  be  increased  by  as  much  as  10%. 

Requirements  of  the  building,  by  stories,  are  as  follows : 

Basement.  Assaying  laboratory,  2,000  to  2,400;  metal¬ 
lurgical  laboratory,  1,000;  furnace  room,  700;  instructors’ 
rooms,  two,  400;  space  for  storage  and  power  plant,  700; 
total,  4,800  to  5,200. 

First  Story.  Chancellor’s  suite,  consisting  of  reception 
room,  office,  private  office  and  toilet;  lecture  rooms,  one 
large  and  as  many  of  medium  size  as  space  will  permit;  in¬ 
structors’  rooms  as  allowed ;  total,  4,800. 

Second  Story.  Mining  laboratory,  2,000;  mining  lecture 
room,  1,000;  instrument  room  attached  to  one  of  the  .two 
foregoing,  250;  geological  laboratory,  700;  geological  lecture 
room,  700;  instructors’  rooms,  two,  550;  (if  possible,  also  a 
storeroom  attached  to  the  geological  laboratory  or  lecture 
room  and  either  an  additional  instructors’  room  or  two  of 
large  size)  ;  total,  exclusive  of  the  last  named,  5, 200 . 

Third  Story.  Dean’s  suite,  consisting  of  reception  room, 
250,  office,  200,  toilets  for  each,  private  library,  700,  private 


laboratory,  700,  with  dark  room  included  or  attached,  100; 
reception  room,  office,  library  and  private  laboratory  to  com¬ 
municate  ;  Petrographical  lecture  room,  to  connect,  if  possi¬ 
ble,  with  dean’s  suite,  1,000,  with  room  for  instructor  and 
preparation  attached,  250;  Petrographical  laboratory,  2,000; 
total,  5,200. 

Cost.  The  cost  of  the  School  of  Mines  Building  is  limited 
to  one  hundred  seventy-five  thousand  dollars  ($175,000). 
This  sum  is  to  cover  the  cost  of  the  building  complete  in  all 
its  parts  and  fit  for  its  uses,  including  a  plant  for  the  genera¬ 
tion  of  heat,  light,  ventilation  and  (elevator)  power;  plumb¬ 
ing  and  drainage ;  grading  and  walks  immediately  about  the 
building  and  the  fees  of  all  architects  and  other  experts  en¬ 
gaged  in  its  design  and  supervision.  But  the  said  sum  will 
not  include  the  cost  of  furniture,  furnishings,  apparatus  or 
equipment. 

Construction.  The  building  is  to  be  designed  for  fireproof 
construction  and  external  finish  in  vitrified  brick  with  orna¬ 
ment  in  terra  cotta  or  stone.  Workmanship  and  materials 
are  to  be  of  the  best  of  their  kinds,  ornamentation  and  fin¬ 
ish  everywhere  of  the  simplest. 

Cubage.  Assuming  approximately  thirty  cents  as  the 
lowest  unit  cost,  per  cubic  foot,  consistent  with  safety,  the 
Committee  restricts  the  volume  of  the  designs  for  this  build¬ 
ing  to  six  hundred  thousand  (600,000)  cubic  feet.  This 
cubage  will  be  computed  as  prescribed  in  Sec.  33  of  the 
program. 

Capacity.  The  entire  building  must  provide  total  net  floor 
area  of  at  least  the  quantity  required  (20,000  square  feet) 
and  should  contain  a  total  of  22,500. 

Debarment.  The  above-named  maximum  volume  of 
600,000  cubic  feet  and  minimum  area  of  20,000  square  feet 
net  constitute  the  limits  referred  to  in  Sec.  31  of  the  pro¬ 
gram. 

55  All  drawings  and  specifications  of  the  School  of 
Mines  Building,  and  their  copies,  as  instruments  of  service, 
are  and  shall  remain  the  property  of  the  architect.  But  one 
copy  of  the  specifications  and  of  each  floor  plan  of  this 
building,  with  dimensions  of  all  rooms  as  actually  and 
finally  built  shall  be  provided  by  the  architect  for  the  Com¬ 
mittee,  said  copies  to  remain  permanently  on  the  Commit¬ 
tee’s  files,  it  being  understood  that  they  are  to  be  used  only 
in  connection  with  future  enlargements  of  this  building. 

56  This  program  approved  this  fifteenth  day  of  Feb¬ 
ruary,  nineteen  hundred  and  eight,  by  the  Executive  Com¬ 
mittee. 

GEORGE  H.  CLAPP, 

Chairman. 

WARREN  P.  LAIRD, 

Adviser. 

S.  B.  LINHART, 

Secretary. 
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PROGRAM  OF  A  COMPETITION 

FOR  THE 

SELECTION  OF  AN  ARCHITECT 

for  the 

UNITED  STATES  POST  OFFICE  BUILDING 

NEW  YORK,  N.  Y. 


PROGRAM 


This  competition  is  held  in  compliance  with  the  Act  ap¬ 
proved  February  20,  1893,  and  under  the  amended  Regula¬ 
tions  approved  by  the  Secretary  of  the  Treasury  February 
24,  1903,  copies  of  which  are  hereto  attached. 

The  cost  of  the  building,  for  all  the  work  above  the  top 
line  of  the  footings  in  space  occupied  by  the  tracks  of  the 
Pennsylvania  Railroad  Company,  must  be  kept  within 
$3,000,000.  The  said  limit  is  to  include  also  the  architect’s 
fee,  plumbing,  gas  piping,  electric  conduits  and  wiring,  heat¬ 
ing  and  ventilating  apparatus,  elevators  and  approaches,  but 
is  exclusive  of  generating  plants  for  heat,  light  and  power, 
and  lighting  fixtures,  both  gas  and  electric,  and  mural  paint¬ 
ing. 

The  building  must  be  of  fire-proof  construction,  the  ex¬ 
terior  to  be  of  such  material  as  each  competitor  deems  best 
suited  for  the  execution  of  his  design,  and  the  interior  to 
be  finished  generally  in  the  same  manner  as  a  first-class 
office  building. 

The  site  of  the  building  is  shown  by  the  plat  hereto  at¬ 
tached,  and  notice  must  be  taken  of  the  following  limita¬ 
tions  upon  the  use  of  the  ground  for  building  purposes . 

The  outline  of  the  building  at  the  street  level  is  indicated 
by  the  rectangle  375  feet  by  305  feet.  A  space  open  for 
light  down  to  the  track  level  is  shown  on  three  sides  of  the 
building,  practically  40  feet  wide  on  33d  Street;  50  feet  wide 
on  8th  Avenue,  and  40  feet  wide  on  31st  Street,  crossed  by 
bridges  at  the  centers  of  these  three  elevations  for  access 
to  the  building. 

On  the  west  side  of  the  building  there  is  a  strip  30  feet 
wide  for  approach  to  the  building  and  30  feet  wide  reserved 
for  a  private  passageway. 

The  elevation  of  the  top  of  footings,  above  which  line  the 
cost  of  the  building  must  be  kept  within  $3,000,000,  is  indi¬ 
cated  on  the  plat. 

The  principal  front  of  the  building  will  be  on  Eighth 
Avenue,  and  suitable  entrances  must  be  provided  on  the 
several  fronts  according  to  the  arrangement  of  the  interior 
devised  by  the  competing  architect. 


STATEMENT  OF  AREAS  REQUIRED 

The  only  information  at  the  command  of  the  Depart¬ 
ment  with  regard  to  the  accommodations  required  in  the 
building  is  set  forth  in  a  statement  furnished  by  the  Post 
Office  Department  as  follows  : 

BASEMENT 

Square  Number  of 
Feet  Men. 


Mail  bag  storage  and  workroom .  20,000  20 

Stamped  envelope  storage .  3»5°° 

Driveway  .  9,200 

Mailing  platform  .  5 ,700 

Toilet  rooms  .  3,500 

Swing  room,  basement  employees .  2,500 

Swing  room,  distribution  division .  7,500 

Swing  room,  city  division .  3,000 

Swing  room,  city  carriers .  3,000 

Swing  room,  railway  mail  clerks .  6,000 

Garage .  5, 000 


Provision  should  be  included  in  this  estimate  for  chutes, 
elevators,  and  conveyors  which  will  connect  this  floor  with 
the  railroad  tracks  below,  and  the  upper  floors. 

FIRST  FLOOR 


Mailing  division  .  70,000  1,15° 

City  division  .  14, 500  375 

Money  order  division  (public) .  4,300  70 

Registry  division  (public) .  3>5°°  4° 

Booths  for  sale  of  stamps,  etc .  1,800  14 

Mailing  platform,  30  feet  wide .  8,000 

Newspaper  and  periodical  division .  1,260  9 

Elevators,  stairways,  etc . 

Public  corridor,  16  feet  wide . 


NOTES 

Roadway  for  mail  wagons  should  have  a  minimum  width 
of  45  feet  in  front  of  platform. 
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Square  Number 
Feet  of  Men. 

Supplies  (Jay  Street  station) .  30,000 

(Includes  printing,  R.  M.  S.) 

Money  Order  workroom .  14,000  250 

Inquiry  workroom  .  9,000  70 


ATTIC 

Storage  should  be  available  in  loft  or  attic  for — 


Inquiry  stores  .  1,000 

Registry  stores  .  10,000 

Money  order  stores .  5,000 

Mailing  Division  stores... .  5,000 

City  Division  stores .  3,000 

Cashier’s  stores .  1,000 

Record  Room  stores  .  1,000 

R.  M.  S.  storage .  4,000 


The  registry  and  money  order  divisions  (public  sections) 
should  be  connected  with  working  areas  of  these  divisions 
on  upper  floors  by  elevators  (7  feet  by  7  feet),  and  private 
stairways. 

Mailing  division  area  should  be  as  unobstructed  by  col¬ 
umns,  or  piers,  as  possible. 

Access  to  basement  mailing  platform  should  be  at  an 
easy  grade. 

Provision  should  be  made  for  “lookout”  passages  over 
workrooms.  “Lookout”  should  have  entrances  from  Chief 
Inspector’s  private  office. 

Ten  elevators,  7  feet  by  7  feet,  should  connect  first  floor 
working  spaces  with  basement  and  railroad  tracks. 

Three  spiral  chutes,  6  feet  in  diameter,  should  connect 
same  floor  with  tracks.  Openings  should  be  provided  in 
basement. 

Four  similar  chutes  should  connect  first  floor  with  base¬ 
ment. 

Space  for  the  installation  of  pneumatic  tube  service  should 
be  provided. 

The  use  of  bucket  conveyors  from  tracks  to  workrooms 
should  be  also  considered. 

An  overhead  conveyor,  to  carry  city  carriers’  pouches, 
should  connect  platform  and  “opening  form.” 

Two  elevators  for  registry  packages  should  connect 
tracks,  basement  and  Registry  workrooms  (7  feet  by  7 
feet). 

Somewhat  smaller  elevator  (6  feet  by  6  feet)  should  con¬ 
nect  public  Registry  room  with  workroom. 

SECOND  FLOOR 


Square  Number 
Feet  of  Men. 

Postmaster’s  room  (private)  .  600  1 

Postmaster’s  room  (public)..... .  1,500  4 

Assistant  Postmaster  .  600  2 

Superintendent  of  Mails .  3,500  3° 

Superintendent  of  City  Delivery .  2,000  10 

Superintendent  of  Registry .  600  3 

Superintendent  of  Money  Order .  600  5 

Inquiry  division  (public) .  2,000  20 

Order  department  .  2,500  15 

Auditor  .  4,500  50 

Cashier  (private)  .  600  2 

Cashier  (public)  .  3,000  17 

Record  room  .  1,800  16 

Post  Office  Inspectors  .  6,000 

Registry  (workroom)  .  35, 000  550 

Toilets,  corridors,  etc .  11,000 


NOTE 

“Lookout”  in  registry  room.  Registry  workroom  should 
be  over  public  registry  office  and  part  of  mailing  platform. 

THIRD  FLOOR 

Executive  offices  of  Railway  Mail  Service. .  10,000 
Dormitory .  12,000 


DRAWINGS  REQUIRED  AND  CONDITIONS 
PERTAINING  THERETO 

Each  design  submitted  shall  consist  of  the  following 
drawings  only,  at  a  scale  of  i-i6th  inch  to  1  foot,  no  alter¬ 
nate  design  will  be  considered,  and  shall  be  inclosed  in  a 
portfolio,  or  between  stiff  cardboard,  and  shall  be  securely 
wrapped,  sealed  and  addressed  to  the  “Secretary  of  the 
Treasury,  Washington,  D.  C.,”  and  plainly  and  conspicu¬ 
ously  marked  with  the  name  of  the  building  under  com¬ 
petition,  and  with  no  other  marks  whatever: 

Plan  of  the  main  entrance  floor. 

Plan  of  one  of  the  upper  floors. 

Elevation  of  Eighth  Avenue  front,  rendered  in  India  ink 
wash,  with  shadows  accurately  cast  with  the  light  falling 
at  an  angle  of  45  degrees  from  the  left  side  of  the  drawing. 

One  figure  only  may  be  shown  on  this  rendered  elevation 
to  give  scale. 

Sketch  elevation  of  one  other  street  front. 

■ 

Block  section  through  the  building  showing  heights  of 

stories  and  the  proportions  of  most  important  rooms. 

Two  drawings  may  be  placed  on  each  sheet  if  desired. 

No  perspective  sketch  will  be  received. 

All  drawings  must  be  on  Whatman  paper,  unmounted, 
sheets  to  be  24  inches  by  38  inches. 

Drawings  to  be  titled  United  States  Post  Office  Building, 

New  York,  N.  Y.,  with  only  such  other  words  or  figures 
as  may  be  necessary  to  designate  their  parts,  etc.  All  words 
and  figures  to  be  simple  lettering  and  not  script  or  writing. 

ADDITIONAL  INFORMATION 

Inquiries  for  additional  information  must  be  made  in 
writing  only,  and  forwarded  by  mail  to  this  office,  and  any 
additional  information  given  will  be  simultaneously  com¬ 
municated  by  mail  to  each  competitor  by  circular  letter.  But 
no  such  information  will  be  given  after  February  25th,  1908. 

TIME  OF  DELIVERY 

Designs  must  be  delivered  at  the  Office  cf  the  Supervis¬ 
ing  Architect,  Treasury  Department,  Washington,  D.  C., 
not  later  than  2  P.  M.,  March  25th,  1908. 
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A  brief  description  of  the  building,  typewritten,  on  plain 
legal  cap,  calling  attention  to  any  special  points  of  the  de¬ 
sign,  materials  proposed,  etc.,  must  accompany  the  draw¬ 
ings. 

An  estimate  of  the  cost  must  also  be  forwarded  with  this 
description  and  be  in  the  following  form : 

Cubic  contents  of  building . feet. 

Exterior  surface  (gross)  of  all  stone  work . sq.ft. 


Estimated  amount  of  contracts  of  all  work  neces¬ 
sary  to  complete  the  building,  exclusive  of  ex¬ 
ceptions  noted  in  the  first  paragraph  of  pro¬ 
gram  . $ 

Architect’s  fee . 

Total  . 

JAMES  KNOX  TAYLOR, 

Supervising  Architect, 
Treasury  Building,  Washington,  D.  C. 
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PROGRAM 

EMBRACING  TERMS  OF  A 

COMPETITION  FOR  THE  PLANS  OF  A  BUILDING 

TO  BE  KNOWN  AS  THE 

CAPITOL  OF  PORTO  RICO 

TO  BE  ERECTED  IN  THE 
CITY  OF  SAN  JUAN,  PORTO  RICO 


TERMS  OF  COMPETITION 

For  a  building  to  be  erected  in  the  City  of  San  Juan  and 
to  be  known  as  the  Capitol  of  Porto. 

1  By  act  of  the  Legislative  Assembly  of  Porto  Rico 
dated  March  14,  1907  the  Commissioner  of  the  Interior  is 
authorized  to  announce  a  competition  for  a  building  which 
shall  provide  accommodations  for  the  Executive  Council, 
the  House  of  Delegates  and  the  Supreme  Court  of  Porto 
Rico,  the  cost  of  such  a  building  not  to  exceed  $300,000.00. 

2  Architects  who  wish  to  enter  this  competition  must 
signify  their  intention  in  writing  to  the  Commissioner  of  the 
Interior  on  or  before  November  1st,  1907.  Drawings  will 
be  received  from  no  others. 

3  The  Committee  appointed  to  award  the  prizes  pro¬ 
vided  by  law  consists  of  the  President  of  the  Executive 
Council,  the  Speaker  of  the  House  of  Delegates,  the  Chief 
Justice  of  the  Supreme  Court,  and  the  Commissioner  of  the 
Interior. 

The  Committee  will  seek  the  best  architectural  advice  in 
conducting  the  competition  and  in  adjudging  the  designs 
submitted. 

4  The  prizes  designated  by  law  are  as  follows :  First 
prize,  $5,000.00;  second  prize,  $2,000.00;  third  prize, 
$1,500,00. 

5  The  duties  of  the  Committee  are  limited  by  law  to 
obtaining  designs  and  the  selection  of  one  of  these  designs 
for  erection.  The  Department  of  the  Interior  is  required  to 
construct  the  building. 

The  Commissioner  of  the  Interior  therefore  agrees  to 
engage  the  winner  of  the  first  prize  as  architect  of  the 
building  with  compensation  at  the  rates  established  by  the 
American  Institute  of  Architects,  on  condition  that  the  first 
prize  of  $5,000.00  be  a  part  of  this  compensation  and  that 
the  requirements  of  the  Act  of  March  14,  1907 — as  hereafter 


stated,  are  agreed  to  and  complied  with.  These  require¬ 
ments  are  as  follows: 

“Section  5. —  *  *  *  *  Upon  the  award  of 
the  prizes  the  designs  shall  become  the  property 
of  the  People  of  Porto  Rico:  Provided,  however, 
That  the  first  prize  shall  not  be  paid  over  to  the 
successful  contestant  until  the  latter  has  furnished 
to  the  Commissioner  of  the  Interior  all  of  the  de¬ 
tailed  plans  necessary  for  the  construction  of  the 
building  and  the  engineering  specifications  for 
carrying  out  the  work  of  construction  together  with 
estimates  of  the  cost  of  such  construction  and  such 
plans  have  been  approved  by  the  committee  named 
in  Section  3  of  this  act. 

Section  6. — In  case  the  detailed  plans  obtained 
from  the  successful  contestant  are  not  satisfactory 
to  the  committee  or  in  case  it  should  not  be  possible 
to  secure  from  him  within  ?  reasonable  time  the 
necessary  plans,  the  committee  named  in  Section 
3  of  this  Act  may,  in  its  discretion,  pay  to  the  suc¬ 
cessful  contestant  the  sum  of  $2,000  and  contract 
with  any  other  prize  winner  for  the  necessary  de¬ 
tailed  plans  and  engineering  specifications  and 
estimates  at  a  cost  not  to  exceed  $3,000.00. 

Section  7. — When  all  the  plans  necessary  for  the 
construction  of  the  building  shall  have  been  ob¬ 
tained,  the  Commissioner  of  the  Interior  shall  pro¬ 
ceed  with  the  construction  of  the  building  in  con¬ 
formity  with  the  rules  provided  in  Title  XI  of  the 
Political  Code  with  reference  to  the  construction 
of  public  buildings/’ 

THE  PROPOSED  BUILDING 

6  The  Capitol  is  to  be  erected  upon  the  lot  of  land 
shown  on  the  accompanying  plat  and  is  to  face  the  “car- 
retera”  which  forms  the  main  approach  from  both  east  and 
west. 
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7  The  cost  of  the  finished  building  must  not  exceed 
$250,000.00.  The  remaining  portion  of  the  appropriation  is 
set  aside  for  architect’s  fees,  inspection,  and  other  ex¬ 
penses. 

8  In  the  proposed  building  the  Executive  Council 
chamber  and  the  assembly  room  of  the  House  of  Delegates 
should  be  located  on  the  principal  floor  and  provided  with 
suitable  approaches.  The  Supreme  Court  can  be  arranged 
on  the  second  floor.  These  Departments  should  be  as  inde¬ 
pendent  of  each  other  as  practicable  and  be  easily  accessible 
from  the  main  entrance. 

All  rooms,  offices,  halls,  corridors,  or  stairs  must  have 
good  light  and  good  natural  ventilation.  No  heating  system 
is  required. 

The  architectural  treatment  and  the  materials  of  con¬ 
struction  are  left  entirely  to  the  architect,  but  the  committee 
believes  that  the  Capitol  should  be  conservative  and  digni¬ 
fied  in  treatment  and  that  it  should  be  suitable  to  the  trop¬ 
ical  climate  of  Porto  Rico.  The  building  is  to  be  fire-proof 
as  far  as  the  appropriation  will  allow. 

Plans  submitted  may  be  so  designed  as  to  admit  of  future 
amplification  of  the  building. 

ROOMS  AND  AREAS 

9  The  rooms  and  approximate  areas  desired  are  as 
follows : 

EXECUTIVE  COUNCIL. 

a.  Executive  Chamber,  will  include  a  reserved  space  to 
accommodate  with  ease  the  eleven  members  of  the 
Council  and  a  space  to  be  used  by  the  public  and 
press  of  about  300  sq.  meters. 

b.  Office  of  the  President  of  the  Council  (25  sq.  m.)  To 
be  adjacent  to  the  executive  part  of  the  chamber. 

c.  Secretary  and  Clerk’s  offices,  (125  sq.  m.)  To  be  in 
direct  communication  with  the  executive  part  of 
chamber  and  President’s  office. 

d.  Office  of  Translations  (60  sq.  m.) 

e.  Council  Committees,  three  offices,  each  20  sq.  m. 

f.  Conference  Hall  (60  sq.  m.)  To  be  used  by  the  com¬ 
mittees  of  both  the  Council  and  House  and  therefore 
to  be  located  so  as  to  be  easily  accessible  to  both. 

g.  Archive  (65  sq.  m.) 

g.  Vestibule,  messengers,  toilet  rooms,  storage. 

10  HOUSE  OF  DELEGATES. 

a.  Executive  Chamber,  (500  sq.  m.  minimum  area)  The 
executive  part  to  seat  comfortably  thirty-five  dele¬ 
gates.  The  space  used  by  the  public  and  the  press 
(300  sq.  m.)  is  to  be  arranged  to  provide  for  a  free 
circulation  of  the  people  without  annoyance  or  inter¬ 
ference  with  the  Legislative  Assembly.  Both  execu¬ 
tive  and  public  parts  to  have  seats  arranged  on  in¬ 
clined  floors. 

b.  Office  of  the  Speaker  (25  sq.  m.) 

c.  Office  of  the  Secretary  and  clerks  (125  sq.  m.)  to  be  in 
direct  communication  with  the  executive  part  of  the 
chamber,  and  near  the  office  of  the  speaker. 

d.  Translation  offices,  (60  sq.  m.) 

e.  Five  Committee  rooms  (20  sq.  m.  each.) 

f.  Archives,  (65  sq.  m.) 

g.  Vestibule,  messsengers,  toilet  rooms,  storage. 


11  SUPREME  COURT. 

a.  Court  room,  (270  sq.  m.)  with  space  to  accommodate 
with  comfort  the  five  judges,  prosecuting  attorney, 
secretary,  lawyers,  press  representatives,  and  a  space 
for  the  public. 

b.  Five  judges  rooms,  (27  sq.  m.  each)  to  be  located  as 
near  as  possible  to  the  court  room. 

c.  Conference  hall  (40  sq.  m.)  to  have  immediate  access 
to  the  judges’  rostrum. 

d.  Lawyer’s  room  . 60  sq.  m. 

e.  Library  . . .  65  “ 

f.  Archives  . . .  65  “ 

g.  District  Attorney’s  office .  27  “ 

h.  Marshal’s  office  .  27  “ 

i.  Stenographer’s  office  .  25  “ 

j.  Interpreter’s  office  .  25  “ 

k.  Secretary’s  office  .  27  “ 

l.  Asst.  Secretary  and  Clerks .  80  “ 

m.  Messengers  .  40  “ 

n.  Toilet  and  bath  for  judges, 

o.  Toilets  for  employees, 

p.  Vestibule,  storage,  etc. 

The  foregoing  is  intended  only  as  a  general  indication  of 
the  rooms  and  their  dimensions  and  location  for  which  it 
seems  desirable  to  make  provision.  It  is  desired,  however, 
to  leave  the  competing  architects  more  or  less  freedom  in 
respect  to  this  in  the  elaboration  of  the  plans. 

DRAWINGS 

12  The  drawings  submitted  shall  comprise  the  follow¬ 
ing,  and  no  others: 

a.  Block  plan,  scale  same  as  plat  accompanying  pro¬ 
gramme  showing  location  of  buildings  and  ap¬ 
proaches. 

b.  Floor  plans  showing  arrangement  of  rooms,  corridors, 
and  stairs  necessary  to  explain  the  scheme  of  the 
building. 

c.  The  front  elevation  and  the  western  side  elevation. 

d.  A  longitudinal  section  showing  the  principal  rooms 
and  stair-cases. 

The  plans,  elevations,  and  section  are  to  be  at  the  scale 
of  inch  t0  the  foot  or  metric  scale  1  to  100. 

13  On  the  block  plan  the  building  will  be  filled  in  solid 
and  the  planted  portion  shown  by  a  light  wash  of  green. 
The  plans  are  to  be  drawn  in  line  with  walls  and  partitions 
blocked  in  solid.  Names  and  sizes  of  prominent  rooms  are 
to  be  given  in  clear  and  simple  lettering.  Halls,  corridors, 
and  stairs  to  be  given  in  a  light  wash.  The  elevations  and 
sections  to  be  simply  rendered  with  the  brush  in  color  to 
show  the  materials  and  with  shadows  carefully  cast. 

14  Each  set  of  drawings  is  to  be  cut  to  a  uniform  size 
and  delivered  flat  in  a  portfolio.  No  drawings  are  to  be 
framed  or  glazed.  Each  drawing  is  to  be  mounted  on  thin 
cardboard  with  a  single  black  line  for  border. 

15  A  brief  typewritten  description  and  estimate  of  cost 
to  accompany  the  drawings  and  give  information  in  regard 
to  the  materials  of  construction,  ventilation,  and  any  special 
points  in  regard  to  the  designs  to  which  the  competitors  de¬ 
sire  to  call  attention.  Descriptions  and  lettering  may  be  in 
either  English  or  Spanish. 
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16  Each  package  of  drawings  shall  contain  a  sealed 
letter  giving  the  author’s  name  and  address,  enclosed  in  a 
plain  opaque  white  envelope  addressed  in  typewriting 
“Capitol  Competition,  Commissioner  of  the  Interior,  San 
Juan,  Porto  Rico. 

The  drawings  and  envelopes  will  be  numbered  by  the 
Committee  and  the  envelopes  will  not  be  opened  until  after 
the  award  has  been  made. 

17  There  shall  be  no  distinguishing  name,  motto,  de¬ 
vice,  or  mark  upon  any  package,  drawing  or  envelope  sub¬ 
mitted  in  this  competition. 

No  alternate  design  will  be  considered. 

18  The  architect  appointed  shall  then  revise  his  draw¬ 
ings  to  meet  the  further  requirements  of  the  Committee  and 
on  the  basis  of  these  revised  preliminary  drawings  shall 
make  the  plans,  specifications  and  details  and  have  the  con¬ 
trol  and  supervision  of  the  work  of  construction  subject  to 
the  approval  of  the  Department  of  the  Interior. 

19  All  rejected  drawings  will  be  promptly  returned  to 
their  authors,  and  they  will  not  be  shown  to  other  competi¬ 
tors  nor  to  the  public  without  the  consent  of  their  authors 
previously  obtained  in  writing.  Nor  shall  anything  shown 
in  any  of  the  rejected  designs  or  otherwise  suggested  by  any 
of  the  unsuccessful  competitors,  which  is  original  as  to  this 
competition,  be  adopted  or  made  use  of  without  the  consent 
of  the  competitor  and  proper  remuneration  being  made  to 
him. 

20  All  inquiries  for  information  are  to  be  addressed  to 
the  Commissioner  of  the  Interior  in  writing,  but  no  ques¬ 
tions  will  receive  consideration  after  November  1st,  1907. 
Answers  to  questions  or  suggestions  will  be  sent  simul¬ 
taneously  to  all  the  competitors. 

21  The  term  architect  as  used  in  these  conditions 
means  a  single  firm  of  practicing  architects  whether  con¬ 
sisting  of  one  or  more  members. 

22  Drawings  intended  for  competition  are  to  be 
packed  flat  and  marked  on  outside  of  package  “Commis¬ 
sioner  of  the  Interior,  San  Juan,  Porto  Rico,  Capitol  Build¬ 
ing  Competition,”  and  must  be  delivered  to  that  address, 
carriage  paid,  on  or  before  noon  February  1st,  1908.  No 
drawings  will  be  received  after  the  above  date. 

23  Architects  who  take  part  in  the  competition  will 
be  understood  thereby  to  accept  the  foregoing  provisions  as 
the  conditions  of  competition. 

24  The  final  action  of  the  Committee  will  be  com¬ 
municated  to  all  competitors. 

By  order  of 

L.  H.  GRAHAME, 
Commissioner  of  the  Interior. 

Approved: 

Committee  on  selection  of  site, 
and  approval  of  plans. 

W.  F.  WILLOUGHBY, 

Chairman. 

AN  ACT 

To  Provide  for  the  Erection  of  an  Insular  Building  to  be 
Known  as  the  Capitol  of  Porto  Rico. 

Be  it  enacted  by  the  Legislative  Assembly  of  Porto  Rico: 

Section  1. — That  there  shall  be  constructed  in  the  city  of 
San  Juan  a  building  to  be  known  as  Capitol  of  Porto  Rico 
which  shall  provide  accommodations  for  the  Executive 


Council,  the  House  of  Delegates  and  the  Supreme  Court  of 
Porto  Rico. 

Section  2. — The  cost  of  said  building  shall  not  exceed 
$300,000.00. 

Section  3. — The  said  building  shall  be  located  upon  pub¬ 
lic  lands  belonging  to  the  People  of  Porto  Rico  and  for  the 
purpose  of  making  the  selection  of  a  suitable  site,  there  is 
hereby  appointed  a  committee  to  be  composed  of  the  Presi¬ 
dent  of  the  Executive  Council,  the  Speaker  of  the  House  of 
Delegates,  the  Chief  Justice  of  the  Supreme  Court  and  the 
Commissioner  of  the  Interior. 

Section  4. — Upon  the  selection  of  the  site,  it  shall  be  the 
duty  of  the  Commissioner  of  the  Interior  to  lay  before  the 
Committee  appointed  in  Section  3  of  this  Act,  a  general 
plan  for  the  building  in  question  which  will,  in  outline,  in¬ 
dicate  the  space  required  for  the  purpose  of  the  building,  its 
approximate  floor  space  and  approximately  the  cost  accord¬ 
ing  to  various  appropriate  styles  of  construction. 

Section  5. — Upon  the  approval  of  these  plans  by  the  com¬ 
mittee  the  Commissioner  of  the  Interior  shall  announce  a 
competition  for  the  purpose  of  obtaining  designs  to  include 
elevations  and  floor  plans  for  the  construction  of  the  Capitol 
of  Porto  Rico.  Such  competition  shall  be  advertised  in  sev¬ 
eral  newspapers  of  Porto  Rico  and  the  United  States  and  the 
following  prizes  shall  be  offered  to  successful  contestants: 
For  the  first  prize  the  sum  of  $5,000.00,  for  the  second  prize 
the  sum  of  $2,000.00,  for  the  third  prize  the  sum  of  $1,500.00, 
the  award  to  be  made  by  the  committee  named  in  Section  3 
of  this  Act. 

Upon  the  award  of  the  prizes  the  designs  shall  become  the 
property  of  the  People  of  Porto  Rico:  Provided,  however, 
That  the  first  prize  shall  not  be  paid  over  to  the  successful 
contestant  until  the  latter  has  furnished  to  the  Commissioner 
of  the  Interior  all  of  the  detailed  plans  necessary  for  the 
construction  of  the  building  and  the  engineering  specifica¬ 
tions  for  carrying  out  the  work  of  construction  together  with 
estimates  of  the  cost  of  such  construction  and  such  plans 
have  been  approved  by  the  committee  named  in  Section  3 
of  this  Act. 

Section  6. — In  case  the  detailed  plans  obtained  from  the 
successful  contestant  are  not  satisfactory  to  the  committee 
or  in  case  it  should  not  be  possible  to  secure  from  him  within 
a  reasonable  time  the  necessary  plans,  the  committee  named 
in  Section  3  of  this  Act  may,  in  its  discretion,  pay  to  the 
successful  contestant  the  sum  of  $2,000.00  and  contract  with 
any  other  prize  winner  for  the  necessary  detailed  plans  and 
engineering  specifications  and  estimates  at  a  cost  not  to  ex¬ 
ceed  $3,000.00. 

Section  7. — When  all  the  plans  necessary  for  the  con¬ 
struction  of  the  building  shall  have  been  obtained,  the  Com¬ 
missioner  of  the  Interior  shall  proceed  with  the  construc¬ 
tion  of  the  building  in  conformity  with  the  rules  provided 
in  Title  XI  of  the  Political  Code  with  reference  to  the  con¬ 
struction  of  public  buildings. 

Section  8. — For  the  purpose  of  carrying  out  the  provisions 
of  this  act  there  is  hereby  appropriated  in  the  fiscal  year 
1907-08  the  sum  of  $150,000.00  from  any  money  in  the 
Treasury  not  otherwise  appropriated. 

Section  9. — This  Act  shall  take  effect  on  and  after  its 
approval. 

Approved  March  14,  1907. 


American  Competitions 


STATE  OF  NEW  YORK 


COMMISSION  ON  NEW  PRISONS 


PROGRAM  OF 


ARCHITECTURAL  COMPETITION  TO  SECURE 

DESIGNS 

FOR 


BUILDINGS  FOR  A  NEW  PRISON  PLANT 


nated  by  said  commission,  shall  constitute  a  board  to  which 
all  plans,  specifications  and  estimates  shall  be  submitted. 
No  plan  shall  bear  the  name  or  any  distinguishing  mark  of 
the  architect,  but  shall  be  accompanied  with  a  sealed  en¬ 
velope  containing  his  name  and  post-office  address.  Plans 
and  sealed  envelopes  so  received  shall  be  numbered  in  dup¬ 
licate  and  in  the  numerical  order  in  which  they  are  received. 
The  said  board  shall  examine  all  plans  submitted  to  it,  and 
shall  select  therefrom  its  first,  second  and  third  choice,  and 
so  designate  by  number.  When  such  selection  is  made  the 
envelope  number  corresponding  to  the  number  of  the  plans 
shall  be  opened  and  the  board  shall  notify  the  designer  that 
he  has  been  awarded  first,  second,  or  third  place  as  the  case 
may  be.  The  plans,  specifications  and  estimates  so  selected 
shall  be  the  absolute  property  of  the  state,  but  such  award 
shall  not  be  deemed  to  be  an  acceptance  of  any  plan  so  sub¬ 
mitted  and  selected. 

Sec.  ii.  The  said  commission  is  hereby  authorized  to  use 
not  exceeding  ten  thousand  dollars  of  the  money  herein  ap¬ 
propriated  for  the  awards  to  be  made  by  said  board  under 
the  provisions  of  section  ten.” 

Acting  under  the  authority  and  direction  of  this  act,  the 
Commission  on  New  Prisons,  consisting  of  Charles  F.  How¬ 
ard,  M.  D.,  Cornelius  V.  Collins,  Samuel  J.  Barrows,  Elisha 
M.  Johnson  and  Thomas  W.  Hynes,  heretofore  duly  ap¬ 
pointed  by  the  Governor,  selected  a  tract  of  land,  located 
near  Iona  Island  on  the  west  bank  of  the  Hudson  River  of 
about  five  hundred  acres,  as  a  suitable  site  for  such  new 
prison,  which  is  to  be  a  prison  for  men  only,  and  hereby  an¬ 
nounces  the  following  rules,  regulations  and  suggestions 


Rules  and  Regulations  Governing  the  Competition  for 
Architectural  Designs,  Plans,  Specifications  and  Estimates 
for  Construction  of  a  Plant  for  a  New  State  Prison  to  Take 
the  Place  of  Sing  Sing. 

TO  ALL  ARCHITECTS 

Sections  9,  10  and  11  of  Chapter  570  of  the  Laws  of  1906, 
as  amended  by  Chapter  521  of  the  Laws  of  1907,  in  relation 
to  the  erection  of  a  new  State  prison  in  the  eastern  part  of 
the  State  to  take  the  place  of  Sing  Sing,  read  as  follows : 

“Section  9.  The  state  architect  shall  make  under  the  di¬ 
rection  of  the  commission,  floor  plans  of  the  buildings  which 
it  shall  determine  necessary  to  erect  on  such  site,  showing  in 
a  general  way  their  requirements.  When  such  plans  shall 
have  been  prepared,  the  said  commission  shall  give  notice 
by  advertisement  in  not  less  than  five  daily  newspapers  pub¬ 
lished  in  the  state,  that  the  furnishing  of  designs,  plans,  spe¬ 
cifications  and  estimates  for  the  construction  of  such  build¬ 
ings,  which  shall  be  of  such  fire-proof  construction  as  said 
commission  shall  determine,  and  not  to  cost  in  the  aggre¬ 
gate  more  than  two  million  dollars,  and  intended  to  meet 
the  requirements  of  a  state  prison  plant  capable  of  housing 
not  less  than  fourteen  hundred  prisoners  and  furnishing  nec¬ 
essary  shops  for  their  industrial  employment  and  such  other 
buildings  as  the  commission  may  determine  to  be  necessary, 
is  open  to  public  competition.  Said  commission  shall  make 
such  rules  and  regulations  governing  such  competition  as  in 
its  judgment  are  necessary. 

Sec.  10.  The  members  of  said  commission,  the  state 
architect,  and  an  experienced  prison  physician  to  be  desig¬ 
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governing  the  competition  for  architectural  designs,  plans, 
specifications  and  estimates  for  the  construction  of  a  prison 
plant  upon  such  site.  All  architects  are  invited  to  partici¬ 
pate  in  this  competition.  It  is  desired  that  each  competitor 
shall  examine  the  site  and  premises,  and  design  a  prison 
plant  to  be  placed  upon  it,  giving  the  best  results  obtainable, 
having  in  view  connections  to  and  from  the  institution  by 
highway,  railroad  and  water;  also  facilities  for  sewerage, 
drainage  and  water  supply. 

On  application  each  competitor  will  be  furnished  a  map  of 
the  site. 


BUILDINGS  REQUIRED 

Below  is  a  statement  of  the  buildings  which  the  Commis¬ 
sion  has  determined  necessary  to  erect  on  such  site,  together 
with  a  statement  of  the  capacity,  requirements,  or  approxim¬ 
ate  floor  space  of  each  building.  It  is  not,  however,  the  in¬ 
tention  of  the  Commission  that  this  statement  shall  be  used 
for  any  other  purpose  than  guidance  to  the  architects  to 
show,  in  a  general  way,  the  wants  and  requirements  of  the 
different  buildings.  Architects  are  left  free  to  submit  to  the 
Commission  plans  introducing  all  modern  features  of  prison 
construction,  arrangement  and  detail,  keeping  in  view  the 
wants  and  uses  of  the  various  buildings.  The  prison  yard 
should  not  be  larger  than  thirty  acres. 

The  following  are  the  buildings  which  the  Commission 
has  determined  necessary  to  erect  upon  such  site : 

1  Administration  Building  and  a  Cell-house ;  the  lat¬ 
ter  to  contain  not  less  than  fourteen  hundred  cells;  the  up¬ 
per  floors  of  the  Administration  Building  to  be  fitted  up  for 
keepers’  quarters  sufficient  to  accommodate  fifty  keepers, 
with  two  beds  in  a  room,  and  the  lower  floor  the  usual  out¬ 
fit  of  offices  for  a  large  prison ;  the  Cell-house  should  not 
contain  more  than  four  tiers  of  cells;  the  cells  should  have 
open  fronts  with  a  closet,  washbowl  and  bunk  in  each  one. 
Each  cell  should  contain  a  floor  space  of  approximately  6xio 
feet,  and  a  total  air  space  of  not  less  than  five  hundred  cubic 
feet.  These  two  buildings  may  be  somewhat  detached. 

2  A  Mess-hall,  of  sufficient  size  to  seat  fourteen  hun¬ 
dred  men  with  a  kitchen  adjacent. 

3  A  Chapel,  with  a  seating  capacity  of  fifteen  hundred. 

4  A  General  Hospital  with  adjoining  apartments  suf¬ 
ficient  to  care  for  seventy-five  patients. 

5  A  detached  building  for  the  custody  and  execution  of 
condemned  men,  with  30  large  cells. 

6  A  detached  building  to  contain  thirty  cells  for  the 
isolation  of  prisoners  undergoing  punishment.  These  cells 
should  be  well  lighted,  heated  and  ventilated,  each  to  have 
a  closet,  washbowl  and  bunk,  and  to  contain  not  less  than 
eight  hundred  cubic  feet  of  air  space ;  solid  fronts  and  out¬ 
side  windows  are  suggested  for  these  cells  in  order  to  give 
complete  isolation. 

7  A  Warden’s  residence  of  about  fifteen  rooms. 

8  School  and  Library  building;  this  building  to  con¬ 
tain  nine  school  rooms,  with  a  seating  capacity  of  forty  each, 
and  quarters  for  a  prison  library. 

9  A  Store-house,  with  a  floor  space  of  20,000  feet. 


10  Shops  and  administration  office  for  the  following 
industries,  and  approximate  floor  space  required  for  each. 
Shops  not  to  exceed  three  stories. 


Industrial  Office  .  . 

Printing  . 

Shipping  . 

Knitting  . 

Clothing  . 

Brush  and  Brooms 

Mat — A  . 

Mat — B  .  . . 

Shoe  .  . . 

Sash  and  Door  .  .  . 

Foundry  . 

Cart  and  Wagon 
Tin  and  Metal 
Loft 


1,600  square  feet. 
4-500 
6,000 
12,000 
6,500 

6,500  ”  “ 


5.500 

4.500 
1 5,000 


li 

U 

u 


u 

u 

a 


16,000 

15,000 


a 

(< 


15,000 


<c  a 


Blacksmith  Shop  .  .  .  . . .  7-500 

Cabinet  Shop  and  Varnishing  Room.  .  .  .  10,000 
Lumber  Shed  . 15,000 


11  Steam  and  Electric  Power-house  with  equipment  of 
sufficient  capacity  to  furnish  power  to  the  industries,  and 
also  for  heating  and  lighting  the  entire  plant. 

12  Laundry,  Bath-  and  Wash-house.  The  Bath-house 
should  contain  approximately  one  hundred  stalls,  with 
showers. 

13  Barn,  Wagon-house,  and  Stable,  sufficient  for  the 
care  of  sixteen  horses  and  wagons. 

14  State  repair  shop  for  maintenance  department, 
8,000  square  ft. 

15  Jobbing  shop  for  mechanical  repairs,  10,000  square 
feet. 

16  Coal  shed;  capacity  3,500  tons. 

17  Recreation  and  reading  quarters  for  fifty  officers. 

18  Isolated  Hospital  for  contagious  diseases,  with 
about  twenty  beds. 

19  Prison  wall,  enclosing  not  exceeding  thirty  acres. 

DRAWINGS 


The  drawings  submitted  in  this  competition  must  be 
placed  upon  sixteen  sheets  of  white  paper,  mounted  on  card¬ 
board.  These  sheets  shall  be  30  in.  by  50  in.  in  size,  and 
shall  be  numbered  one  to  sixteen  respectively,  and  shall  con¬ 
tain  plans  as  enumerated  below: 

Sheet  No.  1. — Will  show  general  outline  of  the  site,  and 
the  location  of  the  prison  plant,  wall,  and  all  buildings  lo¬ 
cated  thereon,  and  also  railroad,  highways,  driveways,  and 
all  connections  of  the  different  buildings,  etc.  General  di¬ 
mensions  are  requested  upon  this  layout,  and  the  names  of 
all  buildings  placed  upon  the  same. 

Sheet  No.  2. — Will  contain  floor  plans  and  elevations  of 
the  cell-house,  which  must  be  constructed  with  a  view  to  its 
possible  enlargement  in  the  future,  and  the  whole  arrange¬ 
ment  modern  in  every  respect  with  the  best  known  prison 
methods  of  construction  and  arrangement.  It  is  to  be  fire¬ 
proof  in  every  particular,  to  have  a  basement  under  the  cell- 
block,  and  to  be  provided  with  corridors,  stairways,  and  such 
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other  apartments  as  may  be  deemed  necessary.  Such  pros¬ 
pective  enlargement  must  not  be  by  an  increase  of  the  num¬ 
ber  of  tiers  of  cells. 

Sheet  No.  3. — Will  contain  drawings  of  the  gates,  en¬ 
trances,  elevations  and  constructive  features  of  prison  wall, 
etc. 

Sheet  No.  4. — Will  contain  elevations  and  floor  plans  of 
administration  buildings. 

Sheet  No.  5. — Will  contain  floor  plans  and  elevations  of 
the  mess-hall  and  kitchen. 

Sheet  No.  6. — Will  contain  plans  and  elevations  of  foun¬ 
dry  and  blacksmith  shop  and  lumber  shed. 

Sheet  No.  7. — Will  contain  floor  plans  and  elevations  of 
warden’s  residence,  and  officers’  reading  and  recreation 
quarters. 

Sheet  No.  8. — Will  contain  floor  plans  and  elevations  of 
school  building  and  library. 

Sheet  No.  9. — Will  contain  floor  plans  and  elevations  of 
prison  for  condemned  men,  and  a  detached  building  for  men 
undergoing  punishment,  with  thirty  cells  m  each. 

Sheet  No.  10. — Will  contain  floor  plans  and  elevations  of 
shops,  storehouses,  and  general  buildings  of  the  industrial 
department,  jobbing  shop  and  State  repair  shop. 

Sheet  No.  11. — Will  contain  floor  plans  and  elevations  of 
the  chapel,  barn,  wagon  house  and  stable. 

Sheet  No.  12. — Will  contain  floor  plans  and  elevations  of 
the  hospitals  with  adjoining  apartments. 

Sheet  No.  13. — Will  contain  drawings  of  power  plant, 
boilers,  engines,  dynamos,  coal  shed,  etc. 

Sheet  No.  14. — Will  contain  drawings  of  laundry,  bath, 
wash-rooms,  and  arcade  connections,  and  other  general  con¬ 
nections  of  the  buildings. 

Sheets  Nos.  15  and  16. — Are  left  for  drawings  of  various 
details  of  arrangement  necessary  in  connection  with  the  gen¬ 
eral  work  above  mentioned.  They  are  not  to  exceed  30  in.  x 
50  in.  in  size,  the  drawings  on  them  to  be  of  india  ink,  and 
in  such  scale  and  character  as  desired  by  the  competitor, 
who  may  place  thereon  such  drawings  as  he  may  desire  to 
further  illustrate  the  work  beyond  the  requirements  of  the 
other  fourteen  drawings.  The  presentation  of  drawings  on 
sheets  15  and  16  is  optional  with  the  competitors. 

GENERAL  STATEMENT 

All  drawings  shall  be  on  white  paper  with  black  india  ink, 
the  walls  and  piers  to  be  shown  in  solid  black.  No  washes 
will  be  allowed,  and  no  colors,  except  on  sheet  No.  1,  on 
which  colors  are  permitted,  and  each  drawing  must  be  on 
the  scale  herein  stated.  All  dimensions,  kind  of  material, 
etc.,  shall  be  in  plain  letters,  and  all  sheets  shall  be  num¬ 
bered  and  contain  the  title  as  set  forth  above.  No  marks, 
descriptions  or  names  shall  appear  upon  the  drawings  what¬ 
ever,  except  as  above  stated.  It  is  desired  that  the  plans 
shall  clearly  show  all  cells,  corridors,  halls,  and  other  spaces 
and  apartments.  No  drawings,  other  than  those  outlined 
above,  will  be  considered. 

It  is  suggested  that  the  school  building  and  prison  library 
might  be  united  in  one  building.  The  warden  s  residence 


and  officers’  reading  and  recreation  quarters  may  be  placed 
outside  of  the  wall. 

1  he  foundry  and  blacksmith  shop  should,  perhaps,  be  only 
one  story  high. 

SCALE 

The  scale  of  the  drawings  on  these  several  sheets  will  be 
as  follows : 

Drawings  on  sheet  No.  1  to  be  to  a  scale  of  64  ft.  to  an 
inch ;  on  sheet  No.  2,  to  a  scale  of  32  ft.  to  an  inch ;  on  sheets 
5,  6,  9,  10,  11,  13  and  14,  to  a  scale  of  16  ft.  to  an  inch;  all 
other  drawings  on  various  sheets  to  be  to  a  scale  of  8  ft.  to 
an  inch,  with  the  exception  of  drawings  on  sheets  Nos.  15 
and  16,  which  are  to  be  to  any  scale  desired  by  the  archi¬ 
tects  ;  the  scale  to  be  distinctly  marked  in  each  instance. 

The  water  supply  of  the  institution  will  be  from  Highland 
Lake  on  the  property,  and  it  may  be  assumed  that  the  drain¬ 
age  will  be  into  the  Hudson  River  or  into  a  sewage  disposal 
plant  near  the  river. 

SPECIFICATIONS 

A  typewritten  memorandum  or  decription  shall  accom¬ 
pany  the  work  of  each  competitor  and  shall  cover: 

First:  A  brief  description  of  the  general  scheme,  includ¬ 
ing  provisions  for  possible  extension ;  a  detailed  specification 
of  material,  apparatus  and  devices  throughout. 

Second :  A  statement  of  the  number  of  cubic  feet  com¬ 
prised  in  each  building,  and  the  cost  of  each  building,  and 
the  total  cost.  Such  memorandum  or  description  and  esti¬ 
mate  shall  be  typewritten  on  plain,  white,  unlined  paper. 

No  alternative  arrangement  will  be  accepted,  but  any  com¬ 
petitor  may  submit  more  than  one  complete  design  if  he  so 
desires.  Each  design  will  be  considered  separately.  No 
competitor  shall  be  paid  more  than  one  prize. 

DELIVERY  OF  DRAWINGS 

The  sixteen  sheets  comprising  the  competitive  drawings, 
together  with  the  typewritten  description,  specifications  and 
estimates,  shall  be  placed  together  in  a  package,  and  se¬ 
curely  wrapped  with  manilla  paper  and  sealed,  and  in  type¬ 
writing  addressed  to  the  “State  Commission  on  New  Prisons, 
Capitol,  Albany,  N.  Y.,”  and  plainly  and  conspicuously 
marked  “Drawings  for  New  State  Prison  Building  Compe¬ 
tition.” 

Neither  drawings  nor  wrapper  should  have  any  distin¬ 
guishing  mark  or  device  which  might  disclose  the  identity 
of  the  competitor,  each  of  whom  will  enclose  with  his  draw¬ 
ings  a  plain  white  opaque  envelope,  within  which  he  will  en¬ 
close  his  card  bearing  his  name  and  address.  The  envelope 
must  be  securely  sealed  with  plain  wax  seal,  having  no  im¬ 
pression  or  identifying  mark  upon  it.  Such  package  must 
be  delivered  by  express  or  messenger  and  must  be  numbered 
by  the  Commission  in  the  numerical  order  in  which  they 
are  received  on  the  outside  of  the  wrapper. 

MATERIALS  AND  FLOOR  PLANS 

In  this  competition  it  will  be  necessary  for  architects  to 
set  forth  very  fully  the  materials  to  be  used  both  outside  and 
inside,  and  to  present  floor  plans  covering  all  rooms,  even 
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toilet-rooms,  clothes-closets,  store-rooms  and  the  like,  except 
second-story  floor  plans  will  not  be  required  of  the  cell- 
house  and  shops.  Although  this  is  a  prison,  and  expensive 
architectural  decorations  will  not  be  expected  yet  there 
should  be  an  effective  exterior  design,  giving  a  strong  and 
pleasing  general  effect.  This  applies  especially  to  the  front 
of  the  principal  buildings.  Good  light,  free  ventilation,  and 
perfect  sanitation  are  indispensable  for  all  the  buildings  and 
should  be  especially  emphasized  in  the  cell-house.  The 
shops  should  be  furnished  with  suitable  wash  and  toilet 
rooms. 

BOARD  OF  AWARD 

Under  the  above  law,  the  Board  of  Award  in  this  compe¬ 
tition  consists  of  the  members  of  the  Commission  on  New 
Prisons,  the  State  Architect,  and  an  experienced  prison  phy¬ 
sician  to  be  designated  by  the  said  Commission:  J.  B.  Ran¬ 
som,  M.  D.,  has  been  so  designated. 

The  Board  of  Award  will,  at  a  time  determined  by  it,  open 
each  package,  and  place  a  number  upon  the  envelope  con¬ 
taining  the  name  and  address  of  the  competitor,  and  the 
same  number  on  every  enclosure  within  the  package.  The 
envelope  will  be  preserved  unopened  until  after  the  award. 
Said  Board  may  place  out  of  competition  any  set  of  drawings 
as  to  which  the  foregoing  conditions  have  not  been  observed, 
or  which  deviate  in  any  sense  or  respect  from  the  require¬ 
ments  of  these  rules. 

All  communications  should  be  in  writing,  and  addressed 
to  “Mr.  George  McLaughlin,  Secretary  of  the  Commisssion 
on  New  Prisons,  Capitol,  Albany,  N.  Y.”  Any  information 
given  by  the  Commission  must  be  in  writing  and  shall  be 
free  to  all  competitors  who  have  notified  the  Secretary  in 
writing  of  their  intention  to  enter  this  competition,  and 
when  given  to  one  shall  be  mailed  to  all  the  others.  No  in¬ 
formation  shall  be  given  by  the  individual  Commissioners 
except  through  the  Secretary  in  writing,  after  authorization 
by  the  Commission,  and  shall  then  become  a  part  of  these 
rules  and  regulations.  Requests  for  additional  information 
from  contestants  must  be  submitted  to  the  Secretary,  on  or 
before  the  25th  day  of  February,  1908.  No  questions  sub¬ 
mitted  after  that  date  will  be  answered.  All  answers  to 
questions  will  be  sent  to  all  contestants  at  the  same  time. 

ESTIMATES 

Care  must  be  taken  in  preparing  and  submitting  plans  for 
this  competition  that  the  entire  cost  of  the  buildings,  includ¬ 
ing  heating,  plumbing,  ventilating  and  complete  electric 
light  and  steam  plant  shall  not  exceed  two  million  dollars. 
The  machinery  of  the  industrial  plant,  the  movable  furnish¬ 
ings  of  the  buildings,  and  the  preparation  of  the  site  for  the 
buildings,  the  pipe-line  water  supply  from  lake  to  yard  and 
sewage  disposal  plant  are  not  to  be  included  in  such  maxi¬ 
mum  sum.  Except  as  above  stated,  it  is  desired  that  the  de¬ 
sign  be  plain  and  simple.  The  Administration  Building, 
Cell-house  and  Hospitals  must  be  fire-proof,  and  the  remain¬ 
ing  buildings  be  made  of  a  grade  and  quality  that  will  keep 
the  cost  within  the  limit  above  stated.  The  grade  and  qual¬ 
ity  of  the  material,  and  the  finish  of  the  different  buildings, 
must  be  clearly  stated  and  an  estimate  of  cost  submitted. 
Such  estimate  should  be  accurate,  and  the  accuracy  of  esti¬ 
mates  will  be  considered  in  making  the  award ;  and  if  the 


same  by  comparison  or  examination  prove  to  be  improper 
or  insufficient  the  award  may  be  withheld.  In  other  words 
the  competitors  are  required  to  furnish  a  just  and  proper 
estimate  of  full  cost,  such  estimate  to  be  on  the  basis  of 
civilian  labor  less  ten  per  cent,  for  prison  labor.  This  deduc¬ 
tion  to  be  on  labor  only,  and  not  on  cost  of  material. 

AWARDS 

Under  the  foregoing  act  the  Commission  is  authorized  to 
use  a  sum  not  exceeding  ten  thousand  dollars  as  awards  for 
this  competition.  After  the  Board  of  Award  has  carefully 
examined  all  plans  submitted,  it  shall  select  therefrom  its 
first,  second  and  third  choice,  and  so  designate  by  number. 
It  shall  also  select  from  the  remaining  designs  seven  which 
it  deems  next  most  meritorious. 

After  such  selection  is  made,  the  envelopes  corresponding 
to  the  number  on  the  plans  will  be  opened,  and  the  Board 
will  announce  to  the  successful  authors  that  they  have  been 
respectively  awarded  the  first,  second  and  third  prizes,  as 
the  case  may  be ;  and  also  to  the  authors  of  the  next  seven 
most  meritorious  designs. 

Prizes  and  Fees:  The  author  of  the  design  determined 
to  have  the  highest  order  of  merit  will  be  appointed  archi¬ 
tect  of  the  buildings,  subject  to  such  association  with  some 
other  architect  as  the  Board  may  deem  necessary,  in  a  con¬ 
tingency  hereinafter  mentioned,  and  will  be  paid  the  cus¬ 
tomary  fees  therefor,  as  set  forth  in  the  schedule  of  mini¬ 
mum  charges  heretofore  established  by  the  American  Insti¬ 
tute  of  Architects,  subject  to  the  limitations  hereafter  stated. 
The  compensaion  of  the  architects  will  be  paid  from  time  to 
time  as,  in  the  opinion  of  the  said  Commission,  may  be  just. 

The  author  of  the  design  determined  to  be  entitled  to 
second  place  in  the  order  of  merit  will  be  paid  the  sum  of 
three  thousand  dollars. 

The  author  of  the  design  determined  to  be  entitled  to  third 
place  in  the  order  of  merit  will  be  paid  the  sum  of  two 
thousand  dollars. 

Each  of  the  authors  of  the  seven  designs  determined  to  be 
entitled  to  the  next  highest  order  of  merit  will  be  paid  five 
hundred  dollars.  The  three  most  meritorious  designs  will 
then  become  the  property  of  the  State. 

ENGINEERING  SERVICES 

The  architect  shall,  subject  to  the  approval  of  the  Com¬ 
mission,  engage  and  pay  for  a  competent  structural  engineer 
who  shall,  under  the  general  direction  of  the  architect,  have 
charge  of  all  structural  features  of  the  work. 

Specialties:  In  so  far  as  heating,  ventilating,  electrical 
and  sanitary  problems  shall,  in  the  judgment  of  the  Com¬ 
mission,  require  the  services  of  specialists,  the  State  will  ex¬ 
pect  to  defray  the  additional  expense  incident  to  such  ser¬ 
vices,  but  the  Commission  reserves  the  right  to  determine 
the  propriety,  terms,  and  conditions  of  the  employment  of 
such  specialists. 

RETURN  OF  PLANS 

The  unsuccessful  plans  will  be  returned  to  their  authors 
immediately  after  the  award. 
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WHAT  THE  STATE  WILL  EXPECT  OF  THE 
ARCHITECT 

The  State  authorities  are  exceedingly  anxious  to  secure 
the  best  architectural  results  and  the  fullest  obtainable 
measure  of  utility  in  these  buildings.  They  hope  that  the 
buildings  may  be  erected  expeditiously,  with  the  best  ma¬ 
terials  and  methods  of  construction,  upon  plans  completed 
and  at  a  cost  closely  ascertained  before  they  are  commenced, 
with  open  and  frank  methods  as  well  as  entire  integrity,  and 
that  this  shall  be  the  best  equipped  and  most  modern  prison 
plant  in  the  world. 

The  State  will  exact  from  the  architect  the  utmost  helpful¬ 
ness  in  realizing  its  purposes.  It  is  fully  intended  to  give 
the  architect’s  commission  to  the  author  of  assured  responsi¬ 
bility  presenting  in  this  competition  the  design  held  to  be 
the  most  meritorious  by  the  Board  of  Award.  It  must  be 
clearly  understood,  however,  that  the  employment  of  the 
architect  cannot  be  made  in  the  dark.  Experience  and  char¬ 
acter  must  have  much  weight.  The  anonymity  of  the  com¬ 
petition  will  be  preserved  until  the  designs  of  the  first, 
second  and  third  degree  of  merit  have  been  determined. 
These  three  designs  will  thereupon  become  the  property  of 
the  State.  If  it  should  appear  that  the  first  design  is  by  an 
author  whose  experience  and  standing  do  not,  in  the  discre¬ 
tion  of  the  Commission,  amply  qualify  him  for  so  important 
a  trust,  the  Commission  will  require  that  in  the  management 
of  the  buildings  erected  thereon,  he  associate  with  himself 
some  architect  satisfactory  to,  and  upon  terms  approved  by, 
the  Commission,  but  this  shall  not  involve  the  State  in  any 
additional  expense. 


The  Appointed  Architect:  The  architect  appointed  as 
herein  provided,  shall  so  revise  his  full  competitive  design 
as  to  meet  the  further  requirements  of  the  Commission, 
making  therein  such  alterations,  changes,  and  corrections  as 
the  Commission  may  require,  and  as  may  also  be  required 
by  the  State  Commission  of  Prisons  when  presented  to  it  for 
approval  as  required  by  law.  On  the  basis  of  the  design 
so  revised,  he  shall  prepare  full  working  drawings  and  speci¬ 
fications,  and  shall,  during  the  construction  of  the  buildings, 
have  the  full  and  usual  authority  of  architect  of  the  work 
under  and  in  accordance  with  the  terms  of  the  schedule  of 
the  American  Institute  of  Architects.  He  will  be  required 
to  enter  into  a  contract  or  agreement  with  said  Commis¬ 
sion  on  the  terms  herein  stated,  in  which  he  will  also  agree 
to  furnish  such  services  and  continue  to  furnish  the  same  at 
such  time  or  times  hereafter  as  appropriations  may  be  made 
by  the  Legislature  to  further  complete  the  work. 

CLOSE  OF  COMPETITION 

This  competition  will  terminate  at  five  o’clock,  P.  M.,  on 
the  fifteenth  day  of  April,  nineteen  hundred  and  eight.  Plans 
must  be  received  at  the  office  of  the  Commission  at  the  Capi¬ 
tol,  Albany,  on  or  before  that  hour  in  order  to  be  entitled 
to  consideration. 

(Signed)  CHARLES  F.  HOWARD,  President. 
CORNELIUS  V.  COLLINS, 
SAMUEL  J.  BARROWS, 

ELISHA  M.  JOHNSON, 

THOMAS  W.  HYNES, 

January  15,  1908.  Commissioners. 
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sion  as  applicants  under  the  terms  of  section  14.  But  such 
association  between  architects  of  Springfield  and  any  point 
outside,  while  eligible  to  apply  for  admission  to  the  first  part, 
will  not  be  considered  for  admission  to  the  second  part  as  a 
Springfield  competitor. 

16  Any  architect  in  residence  and  practice  as  a  principal 
in  the  City  of  Springfield  since  January  1st,  1907,  will  be 
eligible  to  submit  designs  in  the  second  part  of  the  competi¬ 
tion,  if  approved  by  the  commission  under  the  terms  of  sec¬ 
tion  14.  (Residence  in  Springfield  on  the  part  of  one  mem¬ 
ber  of  a  firm  in  practice  in  Springfield  will  satisfy  these  re¬ 
quirements  as  regards  locality.) 

17  The  terms  of  the  competition  in  its  entirety  are  set 
forth  in  this  program  and  the  supplementary  notes  which,  as 
issued,  will  form  part  of  it,  and  such  completed  program  con¬ 
stitutes  an  agreement  between  the  commission  on  the  one  hand 
and  each  competitor  and  the  appointed  architect  on  the  other, 
to  which  competitors  give  assent  by  submitting  designs  in 
either  part  of  the  competition. 

18  The  regulations  and  instructions  of  this  program  ap¬ 
ply  to  the  entire  competition  save  where  shown  to  apply  only 
to  one  or  the  other  of  its  parts.  Any  further  regulations  for 
the  conduct  of  its  second  or  final  part  will  be  of  the  same 
character  as  those  of  the  first  and  will  appear  in  one  of  the 
supplementary  notes  referred  to  in  section  20. 

19  The  terms  of  the  competition  will  not  be  modified 
in  any  particular  which  seems  to  the  commission  to  be  im¬ 
portant  without  the  consent  of  at  least  a  majority  of  the  known 
competitors  of  the  second  part,  but  additional  information  will 
be  issued  as  necessary.  Also,  the  following  statement  of 
building  requirements,  prepared  for  use  in  the  first  part,  is 
subject  to  such  revision  as  may  seem  desirable  in  preparing  in¬ 
structions  for  the  second  part. 

20  Requests  for  additional  information  are  to  be  ad¬ 
dressed  only  to  the  adviser,  and  no  inquiries  are  to  be  made  of 
any  member  of  the  commission.  They  must  be  in  writing  and 
should  be  anonymous.  All  additional  information  and  revised 
requirements  and  regulations  and  all  replies  to  questions  will 
be  mailed  in  the  form  of  supplementary  notes  simultaneously 
to  all  known  competitors  and  will  thereupon  become  an  essen¬ 
tial  part  of  the  program.  To  receive  attention,  all  requests 
for  information  must  be  received  on  or  before  Tuesday,  June 
16th,  and  no  information  will  be  issued  after  Thursday,  June 
1 8th,  1908. 

21  The  program  and  its  supplementary  notes  will  con¬ 
tain  all  needed  information  and  none  will  be  given  by  any 
member  of  the  commission,  or  other  person  save  by  the  adviser 
as  above  provided. 

22  As  employed  in  the  program,  the  term  “author”  or 
architect  means  the  single  competitor,  whether  architectural 

firm  or  individual  practitioner ;  “commission”  means  the  Mu¬ 
nicipal  Building  Commission  of  the  City  of  Springfield ;  “first 
part  ’  and  “second  part”  refer  respectively  to  the  two  parts 
of  the  competition. 

23  The  plan  of  site  and  schedule  of  charges  of  the 
American  Institute  of  Architects  attached  to  this  program 
form  an  essential  part  of  it.  The  photographic  views  are  pro¬ 
vided  for  the  convenience  of  the  competitors. 


24  Inasmuch  as  it  is  impossible  to  secure  in  competition 
a  design  complete  in  all  its  parts  and  details,  the  commission 
states  that  it  desires  and  expects  to  receive  in  each  part  of  this 
competition  a  carefully  studied  general  scheme  only,  whose  fin¬ 
ished  character  shall  be  clearly  indicated  in  the  competitive 
drawings  and  which  will  realize  in  execution  the  requirements 
of  this  program. 

25  The  number  and  kind  of  drawings  required  in  the 
first  part  and  their  scale,  rendering,  presentation,  etc.,  are  to  be 
as  follows:  (a)  plans  of  the  first  or  principal  floor  and  the 
second  floor  of  the  municipal  office  building  and  of  the  main 
and  gallery  floors  of  the  town  hall,  showing  on  each  of  these 
plans  only  the  parts  called  for  by  the  program,  including  all 
entrances,  circulations,  etc.,  for  these  parts  and  only  the  outer 
face  line  or  silhouette  of  the  rest  of  the  building;  (b)  one  ele¬ 
vation  of  the  Court  Street  front,  and  (c)  one  section  taken 
through  the  auditorium  of  the  town  hall  on  a  plane  perpen¬ 
dicular  to  its  proscenium  front  showing  also,  if  possible,  the 
legislative  chambers;  but  if  not  possible,  then  a  second  section 
may  be  made  to  show  these  chambers  and  adjacent  communi¬ 
cating  parts. 

26  These  drawings  are  to  be  made  at  the  scale  of  thirty- 
two  (32)  feet  to  the  inch  on  tracing  paper  mounted  on  sheets 
of  white  paper  or  cardboard  cut  to  a  uniform  size  of  fifteen 
by  eighteen  inches  (15  in.  x  18  in.),  one  or  more  drawings  to 
each  mount.  Drawings  are  to  be  lined  in  in  black  carbon  pen¬ 
cil,  but  India  ink,  unmixed  with  other  pigment,  may  be  used 
to  tint  horizontal  intersections  of  walls  and  to  render  shadows. 
Lettering  and  locations  of  busts  and  statues  may  be  drawn  in 
red,  but  no  other  color  is  to  be  employed  on  the  drawings.  A 
single  human  figure  5  ft.  8  in.  high  should  be  drawn  against 
the  elevations  and  sections  to  indicate  the  scale  of  the  build¬ 
ing  ;  plans  may  show  furniture  and  floor  or  ceiling  treatment 
and  any  drawing  may  show  property,  grade,  street,  path,  drive¬ 
way  and  sidewalk  lines.  But  otherwise,  no  accessories  of  any 
kind,  whether  of  natural  or  architectural  scenery,  are  to  ap¬ 
pear  upon  any  drawing.  Lettering  and  not  script  is  to  be  used 
on  the  drawings  and  a  simple  band  or  line  may  be  drawn  about 
each  as  a  border.  There  may  appear  upon  the  drawings  only 
the  title  and  such  other  words  and  figures  as  are  necessary  to 
designate  buildings  and  rooms  and  their  parts,  purposes  and 
dimensions.  No  description  may  accompany  these  drawings. 
If  any  title  appears  on  these  drawings  it  shall  be  “Preliminary 
Competition  for  the  Springfield  Municipal  Building.” 

27  No  competitor  may  submit  more  than  one  decign ; 
flaps  and  alternative  drawings  are  not  permitted ;  no  design 
is  to  be  accompanied  by  drawings,  diagrams,  models  or  any 
means  of  illustration  other  than  those  called  for  by  the  pro¬ 
gram,  and  the  required  drawings,  both  as  to  number  and  kind 
and  character  of  drawings,  rendering  and  presentation  must 
conform  strictly  to  the  program  requirements. 

28  No  nom  de  plume  or  symbol  or  any  other  identifying 
name  or  mark  is  to  appear  upon  the  wrapper  in  which  designs 
are  delivered,  nor  upon  any  of  its  contents  save  within  the 
sealed  envelope  as  provided.  Nor  shall  any  competitor,  either 
directly  or  indirectly,  reveal  the  identity  of  his  design  to,  or 
seek  to  influence  in  his  favor,  the  adviser  or  any  member  of 
the  commission. 

29  The  drawings  for  the  first  part  are  to  be  enclosed  in 
portfolios  or  stiff  boards,  securely  wrapped  and  addressed  to 
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the  adviser  at  “Room  320,  College  Hall,  University  of  Penn¬ 
sylvania,  Philadelphia,  Pa.”  In  the  wrapper  with  the  design 
is  to  be  enclosed  a  card  bearing  the  name  of  its  author,  sealed 
with  wax  in  a  plain  opaque  envelope. 

30  The  package  so  prepared  is  to  be  delivered  to  the 
adviser  at  the  above  address  not  later  than  12  o’clock  noon  of 
Saturday,  June  twenty-seventh  (27th),  1908. 

31  Designs  so  delivered  will  first  be  removed  from  their 
wrappings  by  an  assistant  to  the  adviser,  and  the  adviser  will 
then  receive  and  give  to  each  and  to  its  sealed  envelope  a  num¬ 
ber  by  which  they  will  be  known  until  after  the  awards  have 
been  made. 

32  These  sealed  envelopes  will  then  forthwith  be  for¬ 
warded  to  the  chairman  of  the  commission  and  will  not  be 
opened  until  after  the  awards  have  been  determined  as  pro¬ 
vided  in  sections  34  and  35. 

33  The  adviser  will  then  inspect  the  designs  of  the  said 
first  part  and  any  whose  drawings  do  not  conform  to  the  regu¬ 
lations  of  the  program  will,  upon  his  recommendation,  be 
placed  out  of  competition  by  the  commission. 

34  The  adviser  will  then  examine  the  remaining  designs 
and  will  select  those  two  which  in  his  opinion  would  produce 
the  best  result  if  carefully  studied  and  developed  in  all  their 
parts  and  details,  and  will  so  report  them  to  the  commission. 
In  making  this  selection  the  adviser  will  hold  the  designs  to 
define  the  professional  and  artistic  capacity  of  their  authors 
for  dealing  with  this  especial  problem,  as  it  may  be  regarded 
from  all  points  of  view. 

35  The  adviser  will  also  select  those  two  other  designs 
which  in  his  opinion  rank  third  and  fourth  in  merit  and  will 
so  report  them  to  the  commission  whose  purpose  is  to  hold 
their  authors  as  alternates  for  appointment  under  the  terms  of 
section  9. 

36  The  report  as  to  the  designs  so  selected,  together  with 
any  comments,  shall  constitute  the  report  of  the  adviser  to 
the  commission. 


37  In  order  that  identify  of  authorship  may  not  become 
known  to  the  commission,  the  city  librarian  of  Springfield, 
Mr.  Hiller  C.  Wellman,  has  consented,  on  request  of  the  com¬ 
mission,  to  open  the  envelopes  of  the  two  architects  thus  placed 
first,  reporting  their  names  to  the  commission  and  returning  to 
each  his  design. 

38  The  commission  will  then  extend  to  each  of  the  au¬ 
thors  of  these  designs  an  invitation  to  submit  designs  in  the 
final  part  of  the  competition. 

39  The  remaining  designs  will  then  forthwith  be  re¬ 
turned  to  their  authors  by  the  commission  which  will  make 
no  use  of  them  nor  of  anything  contained  in  them  which  is 
original  as  to  this  competition  without  proper  compensation  to 
its  author. 

40  With  the  return  of  designs  will  be  sent  a  statement  of 
the  action  of  the  commission  in  the  award  of  the  preliminary 
part  together  with  a  copy  of  the  adviser’s  report. 

41  It  is  intended  to  make  the  selection  of  preliminary  de¬ 
signs  not  later  than  July  15th,  1908,  and  to  issue  instructions 
and  regulations  for  the  final  part  of  the  competition  not  later 
than  August  1st,  1908.  Also  it  is  the  purpose  of  the  commis¬ 
sion  to  invite  a  conference,  in  Springfield,  between  the  adviser 
and  the  competitors  invited  to  the  final  part  for  a  discussion 
of  these  instructions  and  to  consider  any  suggestions  from  the 
competitors  growing  out  of  such  conference. 

42  Any  competitor  who  violates  the  provisions  of  sec¬ 
tions  27  and  28  or  whose  drawings  are  delivered  after  the 
time  set  for  their  receipt  (section  30),  will  be  excluded  from 
competition  and  will  thereupon  forfeit  any  claim  upon  the 
commission  for  compensation.  This  penalty  may  be  imposed 
at  any  time  when  the  identity  of  such  competitor  becomes 
known  to  the  commission,  inclusive  of  that  at  which  the  sealed 
envelopes  are  opened. 

43  In  the  event  of  disagreement  between  the  commis¬ 
sion  and  any  competitor  or  the  appointed  architect,  either 
during  or  subsequent  to  the  competition,  upon  any  of  the  pro¬ 
visions  of  this  program,  all  parties  at  interest  hereby  agree 
to  accept  the  adviser  as  arbitrator  and  his  decisions  as  final. 


THE  PROBLEM 


44  The  proposed  municipal  building  will  be  composed 
of  three  elements,  to  wit :  municipal  offices,  a  town  hall  and  a 
clock  tower,  which  may  be  merged  in  a  single  structure  or 
composed  in  a  group.  The  municipal  offices  will  provide  for 
the  legislative  and  executive  branches  of  the  city  government 
(except  the  police  department)  ;  the  town  hall  will  serve  pri¬ 
marily  for  town  meetings,  affording  also  a  place  of  assem¬ 
blage  not  elsewhere  provided  in  the  city ;  and  the  tower  is  to 
contain  a  clock,  bell  chimes  and  an  observation  stage.  The 
building  is  to  be  designed  for  execution  in  Indiana  limestone 
and  should  be  so  arranged  that  any  of  its  three  elements  may 
be  separately  constructed. 

45  The  building  plot,  as  shown  on  the  plan  of  site,  faces 
a  long  public  square  or  esplanade  extending  from  the  princi¬ 
pal  business  street  to  the  river.  This  space  is  an  extention 
of  the  small  original  “Court  Square,”  about  which  centered  the 
public  life  of  the  city  and  it  is  intended  to  develop  the  enlarged 


square  into  the  civic  centre  of  a  “Greater  Springfield.  ’  To 
this  end  a  public  commission  is  now  considering  the  removal 
of  the  railroad  tracks  from  the  river  end  and  the  First  Congre¬ 
gational  Church  building,  of  colonial  character,  will  undoubt¬ 
edly,  in  the  course  of  time,  be  moved  from  its  present  position 
in  the  square  to  a  site  on  its  border.  Several  buildings  of 
importance  and  permanent  character  now  face  on  the  square, 
among  them  the  Hampden  County  Court  House  and  Hall  of 
Records  and  the  Springfield  Institution  for  Savings.  Others 
of  a  public  or  semi-public  character  will  naturally  follow.  It 
is  probable  that  the  properties  around  the  upper  end  of  the 
square,  fronting  on  Main  Street,  will  retain  a  business  charac¬ 
ter.  The  site  is  at  present  occupied  by  buildings,  to  be  re¬ 
moved,  which  may  be  identified  in  the  “View  from  Point  A,” 
wherein  the  “G.  A.  R.  Hall”  and  the  building  of  “D.  O.  Gil¬ 
more,”  which  flank  the  site,  are  shown  at  extreme  left  and 
right  respectively. 
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46  The  building  requirements  as  below  set  forth  apply 
only  to  the  first  part  of  the  competition.  They  will  be 
changed  as  may  seem  necessary  and  made  more  specific  in 
the  instructions  for  the  second  part. 

47  The  building  should  be  separated  from  the  property 
adjoining  the  N.  E.  corner  of  the  site  by  at  least  ten  feet  and 
from  all  other  adjacent  property  lines  on  the  east  by  at  least 
thirty  feet  and  on  the  west  by  at  least  forty  (40)  feet.  Neither 
the  building  nor  any  of  its  parts  shall  project  beyond  the 
Court  or  Pynchon  Street  property  lines. 

48  Cost.  The  element  of  cost  as  shown  in  the  designs 
will  be  considered  in  the  preliminary  part  of  the  competition 
in  its  equivalents  of  compactness  of  plan  and  mass  and  the 
comparative  simplicity  of  construction,  ornamentation  and  fin¬ 
ish  required  to  carry  the  design  into  execution.  Therefore, 
economy  in  volume  of  the  building  and  in  its  construction  and 
ornamentation  will  be  given  due  weight  in  the  judgment  as 
showing  economy  of  cost.  For  the  final  part  of  the  competi¬ 
tion  a  definite  limit  in  this  respect  will  be  fixed. 

49  It  is  believed  that  the  problem  can  be  suitably  solved 
within  a  cube  foot  volume  of  1,350,000  for  the  municipal 
offices,  1,350,000  for  the  town  hall,  and  125,000  for  the  tower, 
and  it  is  desirable  that  none  of  these  element  exceed  the  vol¬ 
ume  here  stated  for  it.  This  statement  of  volumes  contem¬ 
plates  a  measurement  taken  on  the  plane  of  the  main  floor 
within  the  outer  face  line  of  all  outer  walls  between  the  mean 
of  roofs  and  a  plane  six  feet  below  the  floor  level  of  the 
lowest  finished  story  to  include  the  mean  of  an  unfinished  cel¬ 
lar.  It  would  comprise  also  any  part  projecting  beyond  these 
planes  which  might  materially  increase  the  bulk  of  the  build¬ 
ing. 

50  Stories  and  Their  Heights.  The  municipal  offices 
should  be  arranged  in  a  four-story  building  with  attic  space 
over  part  or  all  for  storage  or  future  expansion  of  depart¬ 
ments.  These  stories  are  known  in  this  program  as  ground, 
first,  second  and  third  respectively.  The  lowest  or  ground 
floor  level,  preferably  above  grade,  should  be  not  more  than 
two  feet  below  it.  Story  heights,  from  floor  to  floor  above, 
should  be  at  least  twelve  (12)  feet  for  ground  story,  twenty 
(20)  feet  for  the  council  and  aldermanic  chambers  and  their 
connecting  lobby,  and  thirteen  (13)  feet  for  all  other  parts. 
In  the  town  hall  the  floor  level  of  auditorium  and  its  entrances 
should  be  near  grade ;  preferably  not  below,  yet  not  over  six 
feet  above  it  at  highest  point  of  floor.  Other  parts  of  main 
floor  of  town  hall  may  be  at  a  different  level.  All  rooms  in 
the  town  hall  should  have  a  height  well  proportioned  to  their 
other  dimensions.  An  unfinished  cellar  will  underlie  both 
municipal  offices  and  town  hall,  and  the  power  plant  may  be 
placed  either  in  this  cellar  or  under  an  open  court. 

51  In  the  municipal  offices  the  ground  story  and  stories 
above  the  second  will  be  occupied  by  departments  of  the  ex¬ 
ecutive  branch  of  the  city  government  not  listed  below,  whose 
requirements  will  be  stated  for  the  final  competition.  In  mat¬ 
ters  affecting  the  external  appearance  of  the  building  these 
requirements  may  be  regarded  as  similar  to  those  of  the  first 
floor.  No  preference  as  to  architectural  “style”  is  entertained 
by  either  adviser  or  commission. 

52  The  following  schedule  (sections  53  to  70  inclusive) 
states  the  desired  number,  location  and  floor  area  of  rooms. 
Such  areas  are  in  square  feet  and  do  not  include  closets,  toilets, 


etc.  No  room  should  be  reduced  in  area  by  more  than  20  per 
cent,  if  less  than  1,000  square  feet  is  called  for  or  by  more 
than  ten  per  cent,  if  more  than  that  area  is  desired. 

53  Schedule. 

Part  I — Municipal  Offices. 

First  Floor  :  Executive  Departments. 

54  City  Clerk : 

General  office  . 1400 

Public  space  8  or  10  ft.  deep,  separated 
from  office  proper  by  a  counter. 

Private  office  .  400 

Connecting  with  general  office. 

Four  other  offices,  total.. . 1400 

To  have,  respectively,  200,  300,  300,  and 
600,  and  to  be  en  suite.  One  to  communi¬ 


cate  with  the  general  office. 

Vault  . . .  400 

For  general  office. 

Total  area  City  Clerk’s  Dept . 3600 

55  City  Treasurer : 

General  office . 1500 


Public  space  10  or  12  ft.  deep,  separated 
from  office  proper  by  a  counter.  Two 


doors  to  this  space  from  corridor. 

Two  offices,  total . 500 

One  200,  one  300,  doors  from  each,  both 
to  general  office  and  to  public  space. 

Vault  .  200 

For  general  office. 

Total  area  City  Treasurer’s  Dept. . . 2200 

56  Collector  of  Taxes: 

General  office  . 1600 

Counter  arranged  as  for  City  Clerk’s  De¬ 


partment.  Two  doors  from  corridor  to 
public  space. 


Two  private  offices,  total.... .  700 

One  300,  one  400,  each  connecting  with 
general  office. 

Vault  .  300 

For  the  general  office. 

Total  area  for  the  Collector  of  Taxes  Dept . .2600 

57  City  Auditor: 

General  office  . 1000 

Private  office  .  300 

Vault  . 200 

Total  area  for  City  Auditor’s  Dept. . . . 1500 

58  City  Messenger : 

One  or  two  rooms,  total .  500 

Total  area  of  first  floor .  10400 

59  Locations  of  first  floor  rooms : 


City  Clerk’s  and  Treasurer’s  departments  to  be 
most  easily  accessible  to  public.  Auditor’s  De¬ 
partment  to  communicate  directly  with  that  of 
Treasurer. 

60  General  requirements  of  first  floor  rooms : 

Each  Department  is  to  have  private  coat  and  toilet 
room  for  chief  officer  and  each,  except  that  of  City 
Messenger,  a  coat  room  and  lavatory  for  clerks. 
A  general  toilet  for  clerks  and  the  public  and  one 
for  women  will  also  be  placed  on  this  floor. 
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Second  Floor :  Legislative  Department : 


Council  Chamber  . 2400 

Aldermanic  Chamber  . 1800 

Connecting  lobby  . . . .  800 


Each  chamber  to  be  arranged  as  is  usual  for 
a  deliberative  body,  the  first  for  eighteen  (18) 
members,  the  second  for  eight  (8)  ;  each  with 
desks  for  presiding  officers  and  clerks. 

Each  chamber  is  to  be  so  arranged  that  it  will 
accommodate  also,  in  temporary  seats,  the 
members  of  the  other  chamber  on  occasions 
when  they  are  received  in  joint  session.  Also, 
it  is  desirable  that  a  direct  view  may  be  had 
of  each  presiding  officer  by  the  other,  to  fa¬ 
cilitate  such  interchange  of  visits.  Each 
chamber  requires  a  public  space  railed  off 
from  that  occupied  by  members’  seats  and 
each  of  the  three  rooms  of  the  suite  requires 
ample  communication  with  the  public  corri¬ 


dor. 

62  Mayor’s  suite,  total  . 2000 

Public  office  .  500 

Private  office  .  750 

Clerk’s  room  . 250 

Board  room  .  500 


The  Mayor’s  suite  should  be  near  the 
chambers. 

Total  area  for  the  Legislative  Dept . 7000 


Rooms  for  the  Executive  Department : 

63  City  Solicitor : 

Private  office  . 400 

Library  .  560 

Vault  .  40 

Total  for  City  Solicitor’s  Dept . 1000 

64  School  Committee: 

Superintendent’s  office .  300 

Asst.  Superintendent’s  office .  300 

General  office  . 1000 

Each  of  the  above  should  communicate 
with  the  other. 

Vault  for  main  office  .  50 

Truant  Officer’s  room . 250 

Connecting  with  general  office. 

Chief  Clerk’s  Room .  300 

Supervisor’s  Room  . 400 

Used  also  as  an  exhibition  room. 

Board  Room  .  400 

This  and  the  Supervisors’  room  should 


have  convenient  communication,  within 


the  department,  with  Main  Office. 

Total  area  School  Com.  Dept .  3000 

Total  area  of  second  floor . 11000 


Part  II— The  Town  Hall. 

65  The  primary  purpose  of  this  feature  is  to  provide  an 
auditorium  for  town  meetings.  But  in  order  to  meet  public 
needs  more  completely  and,  at  the  same  time,  to  ensure  needed 
revenues  toward  the  cost  of  maintenance,  the  building  will 
also  contain  accommodations  as  follows:  (a)  the  auditorium 
will  be  adapted  to  public  gatherings  other  than  those  of  town 
meetings,  exceeding  the  capacity  of  ordinary  places  of  assem¬ 
blage  and  to  orchestral  and  vocal  concerts,  etc.;  (b)  a  suite 
of  three  or  four  rooms  of  from  1000  to  4000  sq.  ft.  each  (with 
a  total  area  of  from  8000  to  10,000  sq.  ft.)  for  lectures  and 
meetings  of  literary  and  similar  societies,  chamber  music  con¬ 
certs,  banquets,  receptions,  balls  and  small  dances. 

66  This  suite  (b)  may  be  placed  on  main  and  gallery 
floors,  and  its  parts  may  be  so  arranged  as  to  provide  sepa¬ 
rately  for  (1)  lectures  and  meetings  of  societies  and  (2)  so¬ 
cial  functions.  It  will  require  cloak  and  toilet  rooms,  serving 
room  and  ample  elevator  and  stairway  communication  with 
the  main  floor.  A  kitchen,  with  pantry  and  store  room  and  a 
furniture  store  room  will  also  be  required  but  may  be  placed 
in  an  upper  story. 

67  The  stage  of  the  auditorium  is  not  to  be  adapted  to 
scenery,  but  an  organ  should  be  included  in  the  scheme  of 
treatment. 

68  The  auditorium  and  its  affiliated  rooms  will  have  the 


following  areas : 

Auditorium  main  floor  . 12,000 

Gallery  (one  only)  .  4,000 

Stage  (about  30  ft.  deep) .  2,000 

Stage  dressing  rooms,  2  at  300 .  600 

Star  dressing  rooms,  2  at  100 .  200 

Green  room  .  400 

Orchestral  practice  room .  400 

Manager’s  office  .  200 


69  The  manager’s  office  and  orchestral  practice  room 
may  be  placed  in  a  second  or  mezzanine  story.  Each  dress¬ 
ing  room  requires  lavatory  and  toilet.  Public  lavatories  and 
toilets  and  cloak  rooms  are  required  for  the  users  of  the  audi¬ 
torium. 

Part  III — The  Clock  Tower. 

70  This  is  intended  to  serve  the  purposes  of  both  a  clock 
and  observation  tower,  and  should  therefore  have  a  consider¬ 
able  height.  Entrance  is  required  both  directly  from  the  out¬ 
side  and  from  within  the  main  building  or  buildings,  either 
directly  or  by  enclosed  passageways  or  otherwise.  The  tower 
may  stand  separately  or  be  incorporated  with  the  other  struc¬ 
tures.  It  should  provide  stages  for  a  clock,  a  chime  of  bells 
and  an  observatory,  possibly  under  cover,  large  enough  for  the 
use  of  several  people  at  once,  to  which  an  elevator  will  give 
access. 


THE  APPOINTED  ARCHITECT 


71  The  architect  appointed  as  herein  provided  shall  so 
revise  his  competitive  design  as  to  meet  the  further  require¬ 
ments  of  the  commission  and  upon  the  basis  of  this  revised 
design  shall  prepare  full  working  drawings  and  specifications 
of  the  municipal  building  and  shall,  during  its  construction, 


have  full  and  usual  authority  of  architect  of  the  work  under 
and  in  accordance  with  the  terms  of  section  73  of  the  program. 

72  It  is  stipulated  that  the  architect  shall  at  his  own  cost 

make  such  revision  and  alteration  of  his  working  drawings 


XXXVII 


American  Competitions 


and  specifications  as  shall  be  necessary  to  ensure  the  proper 
construction  and  completion  of  the  municipal  building,  as  de¬ 
scribed  in  this  program  inclusive  of  its  supplementary  notes. 

73  The  appointed  architect  shall  render  service  and  re¬ 
ceive  compensation  in  accordance  with  the  statement  of  pro¬ 
fessional  practice  and  schedule  of  charges  of  the  American 
Institute  of  Architects  hereunto  appended  as  section  80,  pro¬ 
vided,  however,  that  his  fee  upon  furniture  and  furnishings 
designed  or  selected  by  him  shall  not  exceed  ten  per  cent,  and 
that  should  expert  engineering  service  be  required,  the  fee 
therefor  shall  not  exceed  five  per  cent.  All  fees  shall  be  com¬ 
puted  upon  the  cost  of  the  work  committed  as  aforesaid  to 
the  charge  of  the  architect. 

74  It  is  stipulated  that  the  architect,  if  not  resident  in 
Springfield,  shall  engage  at  his  own  cost  a  resident  architect, 
acceptable  to  the  commission,  who  shall  act  as  his  deputy ; 
with  whom  the  commission  may  treat  as  with  the  architect 
and  who  shall  give  to  the  work  the  usual  and  necessary  super¬ 
vision  required  of  the  architect.  In  the  event  of  such  ap¬ 
pointment  being  necessary,  the  traveling  expenses  chargeable 
by  the  architect  to  the  commission,  shall  be  limited  to  railroad 
and  hotel  expenses  incurred  by  him  in  actual  inspection  of  the 
work. 

75  Should  the  assistance  of  engineers  or  other  experts 
become  necessary,  in  the  judgment  of  the  architect,  their  sev¬ 


eral  appointments  shall  be  subject  to  the  approval  of  the  com¬ 
mission.  But  the  architect  shall  be  chief  in  authority  over 
such  engineers. 

76  It  is  to  be  distinctly  understood  that  the  work  for 
which  the  architect  is  appointed  is  that  of  such  municipal  build¬ 
ing  as  may  be  erected  on  the  site  now  held  for  that  purpose 
as  stated  in  section  3  of  the  program. 

77  All  drawings,  specifications  and  their  copies,  as  in¬ 
struments  of  service,  are  and  shall  remain  the  property  of  the 
architect.  But  one  copy  of  the  specifications  and  of  each 
floor  plan  of  the  building  as  actually  and  finally  built  and  one 
copy  of  the  drawings  of  the  revised  competitive  design  of  the 
completed  group  or  building  shall  be  provided  by  the  architect 
for  the  commission,  said  copies  to  remain  permanently  on 
the  commission’s  files,  it  being  understood  that  none  of  these 
drawings  are  to  be  used  for  further  building  operations  with¬ 
out  the  consent  of  the  architect. 

78  This  program  approved  by  the  Municipal  Building 
Commission  this  fourth  day  of  June,  nineteen  hundred  eight. 

GEORGE  DWIGHT  PRATT, 

Chairman. 


WARREN  P.  LAIRD, 

Adviser. 


SUPPLEMENTARY  NOTE 


Regulations  and  Instructions  of  the  Final 
Part  (see  sections  17,  18,  and  19). 


Note — In  the  forgoing  portion  of  the  program  are  embodied  the 
essential  parts  of  the  supplementary  notes  issued  during  the  preliminary 
part  of  the  competition. 

The  two  architects  selected  in  the  preliminary  part  of  the 
competition  for  invitation  to  the  final  are  Messrs.  Lewis  R. 
Kaufman,  of  New  York,  and  Evans  and  Bright;  Wilson,  Har¬ 
ris  and  Richards,  Associated,  Philadelphia. 

Two  types  of  parti  were  developed  in  the  preliminary  com¬ 
petition,  one  a  single  structure  in  which  the  municipal  offices, 
tower  and  town  hall  were  placed  on  an  axis  perpendicular  to 
Court  Square,  with  the  office  building  to  the  front;  the  other  a 
group  of  three  connected  structures  in  which  both  office  build¬ 
ing  and  town  hall  faced  on  the  square. 

The  former  presented  the  more  successful  treatment  and 
so  properly  governed  the  adviser’s  decision,  but  the  latter  offers 
certain  advantages  which  have  weight  with  the  commission, 
primarily  that  of  separate  and  equally  convenient  Court  street 
entrances  to  office  building  and  town  hall.  Therefore,  in  order 
that  the  full  possibilities  of  this  scheme  may  be  developed,  the 
commission  prefers  that  it  be  made  the  theme  of  the  final 
part  of  the  competition. 

Following  the  selection  of  the  architect  upon  the  basis  of 
merit  in  the  work  so  presented  the  commission  will  consider 
the  relative  advantages  of  each  of  the  two  plan  types,  and 
will  adopt  the  better.  Should  this  action  require  of  the  ap¬ 
pointed  architect  an  essentially  new  design,  the  commission 
will  pay  to  him  a  fee  usual  and  proper  for  such  additional 
service. 


The  statement  of  building  requirements  as  given  in  the 
first  part  (sections  44-70  inch),  are  modified  and  completed  as 
follows : 

a  The  following  requirements  only  are  mandatory :  ( 1 ) 

Building  lines  as  fixed  in  section  47,  and  (2)  cubage  limits  as 
follows :  the  volume  of  the  structures,  in  cubic  feet  computed 
as  described  in  section  49,  must  not  exceed,  for  the  municipal 
office  building  1,350,000,  for  the  town  hall  1,350000  and  for  the 
tower  250,000.  Computations  will  be  made  for  the  commission 
by  two  disinterested  experts  and  no  design  will  be  premiated 
whose  cubage  for  any  one  of  the  three  buildings  named,  ex¬ 
ceeds  the  limit  fixed  for  it. 

b  Story  heights  may  be  at  the  judgment  of  the  competitor, 
but  should  not  be  less  than  called  for  in  section  50  save  in 
the  case  of  minor,  individual  rooms. 

c  The  floor  areas  of  the  schedule  (sections  53-70  inch), 
are  reduced  for  the  municipal  offices  by  20  per  cent,  for  rooms 
of  1000  square  feet  or  less,  and  10  per  cent,  for  all  other 
rooms,  and  for  the  town  hall  by  20  per  cent,  for  all  rooms. 
The  final  portion  of  section  52  would  apply  to  any  further 
lessening  of  these  areas  and  those  under  “d”  below. 

d  Departments  which  will  occupy  the  ground  and  third 
stories  are  as  follows;  areas  being  stated  approximately  and  at 
the  reduced  scale  of  “c”  above.  Rooms  in  each  floor  may  be 


arranged  in  any  convenient  order. 

Ground  Floor. 

Fire  Department;  private  office,  300,  board  room,  650, 

vault,  50;  total  .  1000 

Flealth  Department ;  four  offices  as  follows,  350,  300, 

200  and  100,  the  last  three  connecting  with  the  pub¬ 
lic  corridor;  vault,  50;  total .  1000 
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Forestry  and  City  Property  Committee,  one  room.  .500  to  600 
Departments  of  Street  Lighting,  Ashes  and  Scavenger, 


and  Weights  and  Measures;  one  room  (with 

vault)  . . 500  to  600 

Board  of  License  Commissioners;  one  room  (with 

vault)  . 500  to  600 

Inspector  of  Milk,  one  room  . 500  to  600 

Board  Rooms,  three,  two  communicating  and  each  con¬ 
necting  with  corridor,  each . 500  to  600 

Charity  Organizations,  one  room . 300  to  400 

Public  Commissions,  one  room . . . 300  to  400 


Storage  Space  for  City  Clerk  and  School  Committee,  as 
large  as  possible  and  about  equally  divided. 

Toilet  and  lavatory,  one  each  for  men  and  women  and 
one  for  public. 

Third  Floor. 

Overseers  of  the  Poor;  general  office,  500,  two  private 
rooms,  200  each,  vault,  100 ;  total . 

Engineering  Department;  large  drafting  room,  1500, 
small  drafting  room,  500,  (each  with  abundant 
north  light  or  with  large  skylights),  private  office, 

400,  vault,  300;  total  . 

Two  doors  should  connect  this  department  with  the 
public  corridor. 

Street  Department;  general  office,  500,  two  private  of¬ 
fices,  200  each,  vault,  100;  total . . 

Water  Department;  general  office  with  public  space  as 
for  first  floor  offices,  750,  private  office  communi¬ 
cating,  400,  inspector’s  room,  750,  commission,  400, 
private  office,  100,  two  drafting  rooms,  400  and  600, 
each  with  large  skylights,  or  abundant  north  light, 

superintendent’s  office,  300,  vault,  300;  total . 

Toilets  as  specified  for  ground  story. 

e  The  officer  presiding  in  each  chamber  (section  61)  must 
face  the  officer  presiding  in  the  other,  a  “direct  view”  laterally 
not  being  desired.  The  preferred  arrangement  is  as  follows : 

Corridor 
or  offices 


Chamber  Lobby  Chamber 


Corridor 
or  offices 


Corridor 


IOOO 


2700 


IOOO 


4000 


f  A  small  private  office  adjoining  the  council  chambers 
should  be  provided  for  the  president  of  common  council  and 
the  private  office  of  the  mayor  should  connect  with  the  cham¬ 
ber  of  the  board  of  aldermen,  over  which  he  presides. 


g  Ample  area  should  be  given  the  public  space  within  and 
corridor  without  the  tax  collector’s  general  office  for  the  as¬ 
semblage  of  a  large  number  of  people 

h  The  tower  should  be  made  a  notable  feature,  giving  dis¬ 
tinction  to  the  group.  To  permit  this  its  cubage  limit  has  been 
increased  for  the  final  part  of  the  competition. 

i  Scale,  Rendering,  Etc.  There  are  to  be  (1)  plans  of 
each  floor  of  the  municipal  offices  and  of  the  main  and  gallery 
floors  of  the  town  hall,  (2)  elevations  toward  Court  and 
Pynchon  streets  and  side  elevations  of  the  buildings  at  the 
option  of  the  competitor  (preferably  not  to  exceed  two),  (3) 
sections  at  the  competitor’s  option  (preferably  as  few  as  pos¬ 
sible). 

The  Court  street  elevation  is  to  be  drawn  at  sixteen  feet 
to  the  inch  and  all  other  drawings  at  thirty-two  feet  to  the 
inch. 

Drawings  may  be  presented  on  Whatman  paper  or  tracing 
paper  mounted  on  Whatman,  but  are  to  be  prepared  for  ship¬ 
ment  rolled.  Sheets  may  be  at  any  size  not  to  exceed  24  x  36 
inches  and  more  than  one  drawing  may  be  placed  on  each 
sheet. 

Drawings  are  to  be  shipped  rolled,  not  flat,  and  must  be 
delivered  to  the  adviser  not  later  than  noon  of  Saturday,  Octo¬ 
ber  31,  1908. 

j  Otherwise  all  regulations  of  the  first  part  of  the  competi¬ 
tion  are  to  be  observed  in  the  second  part.  The  commission 
will,  after  consideration  of  the  adviser’s  report  and  examina¬ 
tion  of  the  designs,  select  that  one  which  in  its  opinion  is  the 
best,  will  designate  it  the  premiated  design;  will  appoint  its 
author  the  architect  of  the  work  as  herein  provided;  will  then 
open  the  envelope  bearing  the  number  of  his  design  and  will 
forthwith  notify  him  of  his  appointment. 

k  Section  74  is  cancelled.  The  commission  will  engage 
a  clerk  of  the  works  as  provided  in  section  80,  and  the  architect 
will  give  to  the  work  the  full  and  usual  supervision,  his  travel¬ 
ing  expenses  being  chargeable  as  stated  in  section  74. 

1  Requests  for  supplementary  information  will  be  received 
by  the  adviser  until  Wednesday,  September  9th  inclusive  and 
no  information  will  be  issued  after  Saturday,  September  12th. 

m  It  is  intended  to  make  the  selection  of  the  appointed 
architect  not  later  than  January  1,  1909. 

GEORGE  DWIGHT  PRATT, 

Chairman. 

WARREN  P.  LAIRD,  Springfield,  Mass. 

Adviser.  Aug.  31st,  1908. 
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DEPARTMENT  OF  PUBLIC  WORKS 

CONDITIONS  OF  A  COMPETITION 

FOR  THE 

SELECTION  OF  AN  ARCHITECT 

FOR  THE 

PROPOSED  LEGISLATIVE  and  EXECUTIVE  BUILDING 

AT 

REGINA,  SASKATCHEWAN,  CANADA 


A. — Terms  of  the  Competition. 

1.  The  Government  of  the  Province  of  Saskatchewan  pro¬ 
motes  this  Competition,  and  is  hereinafter  referred  to  as  “The 
Promoters.” 

2.  The  Competition  is  restricted  to  those  invited  by  the 
Promoters  to  take  part. 

3.  The  prize  in  this  Competition  shall  be  the  commission 
of  the  design  and  the  supervision  of  the  erection  of  the  pro¬ 
posed  buildings  on  the  usual  terms  and  as  set  forth  herein. 

4.  The  unsuccessful  competitors  shall  receive  an  honorarium 
of  $1500  towards  their  expenses  in  the  presentation  of  their 
designs. 

5.  The  Assessors  shall  be: 

Bertram  Goodhue,  Mem.  A.  I.  A.,  of  Messrs.  Cram,  Goodhue 
&  Ferguson,  New  York. 

Percy  E.  Nobbs,  M.  A.,  A.  R.  I.  B.  A.,  Professor  of  Archi¬ 
tecture  at  McGill  University,  Montreal. 

The  award  of  the  Assessors  shall  be  accepted  by  the  Pro¬ 
moters,  provided  that  they  are  not  required  to  accept  a  design 
which  fails  to  meet  the  spirit  of  the  conditions  as  set  forth 
herein. 

6.  The  Promoters  reserve  the  right  to  nominate  a  third  Pro¬ 
fessional  Assessor. 

In  the  event  of  failure  by  the  Assessors  herein  named  to 
agree  upon  an  award  the  Promoters  shall  nominate  a  third 
Assessor. 

7.  The  Assessors  are  responsible  for  the  preparation  of  the 
conditions  as  herein  set  forth,  and  in  reporting  their  award, 
shall  make  such  recommendations  to  the  Promoters  as  to 
changes  in  the  winning  scheme  as  their  study  of  the  problem 
may  suggest. 

The  Assessors  shall  not  be  employed  professionally  by  the 
Promoters  in  connection  with  this  undertaking  subsequent  to 
the  award. 

8.  The  Named  Assessors  shall  come  to  a  decision  within 
twenty-one  (21)  days  of  the  date  for  sending  in  of  drawings; 
and  all  drawings  shall  be  exhibited  marked  with  the  names  of 


the  authors  at  Regina  for  two  (2)  weeks  as  soon  as  possible 
subsequent  to  the  award. 

9.  All  drawings  and  notes  shall  be  returned  by  the  Promo¬ 
ters  to  the  competitors  immediately  on  the  close  of  the  ex¬ 
hibition. 

10.  The  invited  competitors  are : 

1.  Messrs.  Darling  &  Pearson,  Winnipeg  and  Toronto. 

2.  Mr.  Cass  Gilbert,  New  York,  U.  S.  A. 

3.  Messrs.  Marchand  &  Haskell,  Montreal,  P.  Q. 

4.  Messrs.  E.  &  W.  S.  Maxwell,  Montreal,  Q 

5.  Messrs.  Mitchell  &  Raine,  London,  England. 

6.  Mr.  F.  N.  Rattenbury,  Victoria,  B.  C. 

7.  Messrs.  Storey  &  von  Egmond,  Regina,  Sask. 

B. — The  Architect  for  the  Work. 

1.  The  Architect,  who  shall  be  awarded  the  work,  shall,  if 
requested,  revise  his  design  and  make  such  changes  as  may  be 
necessary  to  meet  the  views  of  the  Promoters,  and  shall  advise 
the  Promoters  as  to  any  additional  cost  involved  by  such 
changes. 

If,  upon  tenders  being  received,  it  is  found  that  independ¬ 
ently  of  such  changes,  the  cost  of  the  proposed  building  will 
exceed  the  Architect’s  estimate  furnished  at  the  time  of  the 
competition,  to  such  an  extent  that  the  alterations  necessary 
to  bring  it  within  the  limits  of  this  estimate  render  it  no  longer 
acceptable  to  the  Promoters,  the  plans  may  be  rejected,  in 
which  case  the  author  shall  receive  no  other  remuneration  than 
an  honorarium  equal  to  that  paid  to  an  unsuccessful  competi¬ 
tor,  and  the  Assessors  shall  be  called  upon  to  name  a  succes¬ 
sor. 

2.  After  the  plans  have  been  finally  accepted  by  the  Pro¬ 
moters,  the  Architect  shall  prepare  working  drawings  and 
specifications  and  shall  supervise  the  work  during  the  construc¬ 
tion  of  the  building.  Subject  to  the  approval  of  the  Commis¬ 
sioner  of  Public  Works,  he  shall  have  control  of  all  matters 
of  arrangement,  design  and  execution. 

3.  All  drawings  and  specifications,  as  instruments  of  service, 
are  to  remain  the  property  of  the  Architect,  except  the 
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signed  contract  drawings  and  signed  specifications  and  one 
(i)  record  copy  on  tracing  linen  of  the  plans,  elevations,  and 
sections,  to  a  scale  of  eight  feet  to  the  inch,  to  be  furnished 
to  the  Promoters  when  the  wrorks  are  completed,  together  with 
a  set  of  specifications  amended  to  correspond  with  the  works 
as  carried  out.  The  Promoters  hereby  bind  themselves  not  to 
utilize  the  said  drawings  otherwise  than  as  records  of  executed 
works. 

4.  The  Architect  shall,  if  required,  provide  a  resident,  re¬ 
sponsible  representative  whose  appointment  shall  be  approved 
by  the  Commissioner  of  Public  Works,  and  whose  duty  it 
shall  be  to  superintend  the  conduct  of  the  works  and  who 
shall  have  full  powers  to  deal  with  the  Promoters  and  the  con¬ 
tractors  on  the  Architect’s  behalf. 

5.  The  successful  competitor  shall  be  required  to  visit  the 
site  and  meet  the  Promoters  immediately  on  the  announcement 
of  the  award. 

6.  For  all  these  and  such  other  services  as  are  usual  or 
incident  and  necessary  thereto,  the  Architect  shall  receive  the 
customary  commission  of  5  per  cent,  on  the  estimated  cost  of 
the  works  as  accepted  in  the  tenders,  plus  5  per  cent,  on  the 
cost  of  any  extras  subsequently  suggested  by  the  Promoters, 
but  exclusive  of  extras  due  to  omissions  or  errors  on  the  part 
of  the  Architect. 

7.  The  Promoters  shall  provide  a  clerk  of  works  and  bear 
the  cost  of  his  office  expenses.  The  appointment  of  such  clerk 
of  works  shall  be  made  with  the  approval  of  the  Architect,  who 
shall  regulate  his  duties  and  shall  have  power  to  order  his  dis¬ 
charge  for  cause. 

8.  The  Commissioner  of  Public  Works  shall  at  all  times 
have  access  to  the  works  and  all  records  and  documents  apper¬ 
taining  thereto. 

9.  The  Promoters  shall  have  the  option : 

a.  Of  obtaining  tenders  for  the  work  through  the  Archi¬ 
tect  in  the  usual  way. 

b.  Of  obtaining  tenders  themselves  on  the  Architect’s 
drawings  and  specifications. 

c.  Of  letting  the  work  on  a  “Time  and  material  plus 
fixed  sum”  basis. 

d.  Of  carrying  out  the  work  directly  under  the  Depart¬ 
ment  of  Public  Works. 

In  cases  c  or  d  the  Architect  shall  not  be  held  responsible 
for  the  cost  of  the  work  under  clauses  B.  1,  B.  6  and  B.  7,  and 
shall  be  furnished  with  full  particulars  of  the  expenditure. 

9.  The  furnishings  of  the  Administrative  Offices  may  not 
be  placed  in  the  hands  of  the  Architect,  but  he  shall  be  com¬ 
missioned  to  design  the  furnishings  and  fittings  in  connection 
with  the  Legislative  Chamber,  the  Council  Room,  Committee 
Rooms,  Library,  Ante-Room,  etc.,  and  the  main  public  parts 
of  the  building  on  all  of  which  the  Architect’s  commission  shall 
be  5  per  cent. 

10.  The  Architect  shall  engage  the  services  of  an  engineer 
subject  to  the  approval  of  the  Promoters  to  lay  out  and  super¬ 
intend  the  erection  of  the  Power  Plant  and  Heating  and  Ven¬ 
tilation  System. 

C. — Preparation  and  Delivery  of  Drawings  and 
Documents. 

1.  All  drawings  shall  be  to  the  scale  of  16  feet  to  the  inch, 
on  white  paper,  mounted  on  calico,  delivered  rolled.  The  size 
of  sheets  shall  be  optional. 


The  drawings  required  are  : 

Plans  of  all  floors,  including  basement  and  roof. 

Elevations  to  illustrate  the  facades  of  the  building. 

Sufficient  sections  to  thoroughly  illustrate  the  arrangement 
proposed. 

Block  Plan  of  the  site  to  a  smaller  scale. 

One  one-half  inch  detail  of  a  small  portion  of  the  exterior. 

One  detail  of  a  portion  of  the  interior  to  a  scale  large  enough 
to  show  the  character  of  the  work. 

2.  All  drawings  shall  be  rendered  in  India  ink  (full  black 
and  watered)  with  the  openings  and  shadows  washed  in  with 
lamp  black.  The  use  of  lead  pencil  in  place  of  watered  ink 
for  jointing,  etc.,  will  be  allowed,  but  no  color  will  be  per¬ 
mitted. 

All  printing  shall  be  of  a  plain  legible  block  type. 

All  rooms  shall  be  figured  both  for  area  and  dimensions. 

3.  Competitors  shall  submit,  along  with  their  drawings,  a 
brief  typewritten,  unsigned  description  of  the  main  arrange¬ 
ments  and  characteristics  of  their  schemes,  together  with  a 
guaranteed  statement  of  the  total  cubic  contents  and  notes  of 
the  relative  value  per  cube  foot  of  the  different  portions  of 
the  scheme,  together  with  an  estimate  of  cost  of  the  proposed 
works. 

4.  The  drawings  must  have  no  device  or  mark  of  any  kind 
nor  any  handwriting  or  other  means  of  identification.  With 
each  set  of  drawings  is  to  be  enclosed  a  blank  sealed  envelope, 
addressed  in  typewriting,  containing  the  name  of  the  Architect 
in  question,  together  with  a  statement  that  the  design  and 
drawings  have  been  prepared  entirely  in  his  own  office  under 
his  own  supervision. 

5.  No  competitor  shall  submit  more  than  one  design. 

6.  Any  infringement  of  these  regulations  or  disclosure  of 
identity  shall  be  held  sufficient  ground  for  the  exclusion  of 
drawings  from  the  competition,  at  the  discretion  of  the  As¬ 
sessors. 

7.  All  questions  asked  by  competitors  must  be  addressed  to 
Percy  K  Nobbs,  10  Phillips  Place,  Montreal,  by  20th  Septem¬ 
ber,  1907,  and  such  answers  as  the  Assessors  may  give  will  be 
sent  together  with  the  questions  asked  to  all  the  competitors 
alike  within  four  days  thereafter. 

8.  All  drawings  accompanying  MSS.  and  envelopes  shall  be 
delivered  to  the  Deputy  Commissioner  of  Public  Works,  Reginia, 
Saskatchewan,  by  post,  or  express,  labelled  with  the  tag  hereto 
attached,  on  or  before  the  30th  November,  1907,  and  the  pack¬ 
ages  and  envelopes  shall  be  numbered  by  him,  the  envelopes 
to  be  retained  in  his  possession  and  opened  subsequent  to  the 


award  and  the  drawings  and  notes  to  be  forwarded  at  once  to 


the  Assessors. 

D. — Site. 

1.  The  Block  Plan  hereto  attached  shows  the  proposed  site, 
which  is  situated  to  the  south  of  the  city  and  is  divided  from 
it  by  a  sheet  of  water  surrounded  by  Public  Parks.  The  site 
is  on  the  axis  of  Smith  Street,  which  leads  to  the  park  gates ; 
the  building  will  therefore  face  north.  The  site  is  practically 
level  and  the  surrounding  country  is  flat.  The  area  can  be 
in  no  way  restricted  by  boundaries. 

2.  As  the  site  is  so  far  from  the  city,  some  dominating  fea¬ 
ture  such  as  a  dome  or  tower  is  suggested.  The  character  of 
the  country  will  render  this  a  valuable  landmark.  The  trees 
in  the  park  will  probably  reach  a  height  of  40  feet  at  most. 
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3.  Full  provision  must  be  made  in  the  design  for  future 
extensions  to  be  shown  dotted  on  the  block  plan.  This  ap¬ 
plies  more  particularly  to  the  scheme  for  the  Administrative 
Departments,  which  it  is  anticipated  will  grow  rapidly. 

4.  The  ground  level  of  the  site  is  about  11  feet  above  the 
present  water  level,  which  may  be  raised  about  4  feet.  The 
level  of  the  drain  below  the  reservoir  where  it  discharges  into 
the  creek  is  about  17  feet  below  the  site  level. 

E. — Character  of  Proposed  Buildings. 

1.  Style.  The  style  of  the  buildings  is  left  to  the  discre¬ 
tion  of  the  competitors. 

They  are  reminded,  however,  that  the  Province  is  politically 
within  the  British  Empire,  and  that  this  fact  should  be  ex¬ 
pressed  in  its  public  buildings.  The  climate  and  labor  condi¬ 
tions  and  materials  available  are  such  as  largely  to  dictate  the 
type  of  building  selected  by  the  Assessors. 

2.  Climate.  The  following  information  relative  to  weather 
conditions  will  be  of  use. 

(a)  The  mean  temperature  for  August  at  Regina  is  about 
62  deg.  Fahrenheit,  and  for  February  about  zero.  The  ex¬ 
treme  of  heat  is  about  95  deg.  Fahrenheit  and  the  extreme  of 
cold  about  45  deg.  below  zero,  making  an  annual  range  of 
about  140  deg.  The  daily  range  in  summer  averages  25  deg. 
and  in  winter  20  deg. 

A  rise  or  fall  of  60  deg.  in  a  day  occurs  several  times  in  the 
course  of  the  year. 

(b)  The  average  annual  rainfall  is  only  about  14  inches, 
and  the  average  annual  snowfall  about  20  inches.  The  snow 
is  very  dry. 

(c)  Regina  is  situated  between  the  50th  and  51st  parallels 
and  the  light  is  therefore  very  penetrating.  The  number  of 
dull  days  in  the  year  is  very  small. 

(d)  Heavy  winds  are  prevalent  in  the  district. 

3.  Construction. 

(a)  The  foundation  will  probably  be  at  a  depth  of  about  12 
feet  in  stiff,  heavy  soil. 

(b)  The  construction  shall  be  fireproof  throughout  and 
woodwork  in  the  finishings  should  be  reduced  to  a  minimum. 

(c)  The  precise  materials  to  be  employed  can  only  be  de¬ 
termined  later.  The  competitors  shall  prepare  design  for 
a  building  with  pale  buff  limestone  trimmings  and  red  brick 
wall  fillings. 

(d)  In  the  roof,  parapets  with  pitches  behind  them  should 
be  avoided.  Pitched  roofs  may  be  of  slate  or  tile,  flashings 
will  be  of  copper,  and  flats  may  be  in  galvanized  iron  or 

gravel. 

F. — Cost. 

1.  The  following  schedule  of  current  rates  at  Regina  may 
be  found  useful  to  competitors : 

Materials,  Etc. 

Cut  stone,  built  . $3.80  per  foot  super. 

Rouble  backing  . 35  per  cubic  foot. 

Common  brick,  laid  (American 

size)  . 3300  per  M. 

Facing  brick,  laid  (American 

size)  . . . 50.00  per  M. 

Steel,  erected  . 05  per  lb. 

Plain  plastering  . 40  per  yard  super. 


Cement  plastering . 60  per  yard  super. 

Concrete  . 10.00  per  cubic  yard. 

Excavation  . • .  1.00  per  cubic  yard. 

Normal  rates  prevail  for  lumber. 


Labour. 


Bricklayers  . 

Masons . 

Stone  cutters 
Plasterers  . . . 

Joiners  . 

Carpenters  . . 
Laborers  . . . . 


$  .60  per  hour. 
.55  per  hour. 
.60  per  hour. 
.50  per  hour. 
.40  per  hour. 
•35  Per  hour. 
.20  per  hour. 


Stone  carving,  plaster  work,  wood  carving,  terra  cotta, 
stained  glass,  etc.,  will  be  found  erpensive,  as  most  of  such 
work  must  be  done  at  a  distance  and  conveyed  by  rail  or 
skilled  artisans  must  be  sent  out  to  do  the  work.  Canadian 
material  shall  be  used  where  possible  throughout  the  work. 


The  appropriation  at  the  disposal  of  the  Promoters  is 
$1,250,000  for  the  building,  including  heating  and  ventila¬ 
tion,  etc.,  but  exclusive  of  furniture  and  fittings. 


G. — Allocation  of  Space. 

1.  The  following  general  allocation  on  the  various  floors  is 
merely  suggested,  and  competitors  are  free  to  vary  the  scheme. 

Basement.  Storage,  Archives,  Patents,  News  Fyles,  Res¬ 
taurant. 

Ground  Floor.  Offices  of  main  Executive  Departments,  etc. 

Main  Floor.  Chamber,  Council  Room,  Committee  Room, 
Library,  etc. 

Upper  Floor  and  Wings.  Offices  of  various  Executive  De¬ 
partments. 

2.  It  is  suggested  that  the  Legislative  Chamber,  the  Execu¬ 
tive  Council  Room,  the  suite  of  Committee  Rooms,  the  Li¬ 
brary,  and  the  Premier’s  Private  Rooms,  be  planned  in  close 
relation  to  the  Ante-Room,  and  that  the  Library  connect  with 
a  direct  stair  to  a  portion  of  the  Basement  to  be  allocated  for 
News  Fyles  and  Patents,  and  that  the  Committee  Rooms  be 
similarly  connected  to  the  Restaurant. 

3.  The  “Unit  System”  of  planning  is  suggested  for  the  Ad¬ 
ministrative  Offices  to  admit  of  the  alteration  of  partitions  in 
connection  with  future  rearrangements  or  extensions. 

4.  Departments  should  be  planned  as  far  as  possible  on  one 
floor,  except  where  specifically  stated  that  portion  of  Depart¬ 
ments  should  occupy  particular  position. 


H. — Schedule  of  Accommodation. 

N.  B. — The  floor  area  for  various  rooms  is  stated  in  round 
figures  and  the  exact  areas  are  left  to  the  discretion  of  the 
competing  Architects. 

1.  Chamber,  Council  Room,  etc. 

F.  S. 

Main  Entrance  Hall,  with  Janitor’s  lodge,  vestibule,  etc., 
adjoining  (separate  entrances  to  be  provided  for 
the  Administrative  offices,  etc.,  with  cloak  rooms)  . .  2,000 
Ante-Room,  to  be  spacious  and  well  lit,  and  to  adjoin  the 
Legislative  Chamber,  Council  Room,  Committee 
Rooms,  and  the  Library,  etc .  .  2,000 
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Legislative  Chamber,  to  accommodate  125  members, 
Public  Galleries  to  accommodate  200;  Press  Gallery 
to  accommodate  20;  Speaker’s  Gallery  to  accommo¬ 


date  50. 

Floor  area  of  Chamber .  3,500 

Speaker’s  Rooms  . • .  600 

Law  Clerk’s  Room .  150 

Clerk  of  Legislative  Assembly .  200 

*  Office  . 400 

Sergeant-at-Arms  .  150 

Mailing  Clerks  . . .  . .  200 

Provincial  Governor,  Private  Room .  800 

Premier,  Private  Room  and  Parlor . 1,000 

Executive  Council : 

Chamber  .  600 

Council  Clerk . • .  200 

*Office  (3  clerks)  .  200 

Committee  Rooms: 

1  Large  Committee  Room  .  1,200 

2  Medium  Committee  Rooms,  at  600  F.  S .  1,200 

6  Small  Committee  Rooms,  at  200  F.  S .  1,200 

Waiting  Rooms,  2  Smoking  Rooms,  for  members, 

with  125  lockers,  general  cloak  room  and  lava¬ 
tories  .  2,500 

Library : 

Stack  Room  (capable  of  future  extension) .  2,000 

Reading  Room .  2,000 

Writing  Room .  2,000 

12  Small  Offices  to  adjoin  writing  room,  each  400 

F.  S .  4,800 

Restaurant:  (may  be  in  basement).  F.  S. 

Members’  Dining  Room .  2,500 

Staff  Lunch  Room .  2,000 

Kitchens,  etc .  2,000 

Smoking  Room  . 1,000 

Lavatory  .  500 

2.  Office  Accommodation. 


General  Note  on  Minister’s’  Quarters  in  the  following  sched¬ 
ule  of  office  accommodation : 

Ministers’  Quarters  shall  be  understood  to  mean: 

(a)  A  Private  Room  with  a  Private  Lavatory  and 


a  separate  entrance  from  Corridor .  400 

(b)  Reception  Room . 600 

(c)  Secretary’s  Room,  to  serve  as  Waiting  Room 

also .  500 


Total  .  1,500 

Deputy’s  Quarters  shall  be  understood  to  mean : 

(a)  An  Office,  to  serve  also  as  a  Reception  Room, 


with  separate  entrance  from  Corridor .  500 

(b)  Secretary’s  Room,  to  serve  also  as  a  Waiting 

Room . . .  500 


Total  . .  1,000 


General  Note  on  Vault  Accommodation. — Vault  accommo¬ 
dation  must  be  provided  for  the  Departments.  A*  shows  the 
Branch  of  the  department  to  have  convenient  access  to  vaults. 


Ihe  Vaults  shall  be  designed  on  the  truck  system.  Total  Vault 
space  shall  amount  to  10,000  F.  S. 


Attorney  General’s  Department : 


F.  S. 


Attorney  General’s  Quarters . 

Deputy  Attorney  General’s  Quarters . 

2  Private  Rooms  (Law  Clerk  and  Inspector’s 

Legal  Offices)  at  200  F.  S. . . 

Branches. 

(1)  Criminal: 

*1  large  office  (8  clerks) . 

1  small  office  . 

(2)  License: 

*1  large  office  (6  clerks)  . 

1  small  office  . 

(3)  General: 

*1  large  office  (8  clerks)  . 

1  small  office . . 

(4)  Succession  Duty : 

1  large  office  (3  clerks)  . 

1  small  office  . 

(5)  Provincial  Police : 

1  Detective’s  Room  (4  officials) . 

(6)  Law  Library: 

Should  be  adjacent  to  the  Attorney  Gen¬ 
eral,  to  the  Deputy  Attorney  General 
and  to  the  Law  Clerks’  offices . . 


1,500 

1,000 

400 


400 

150 

3°° 

150 

400 

150 

200 

150 

200 


800 


Total .  5,800 

Department  of  Public  Works : 

Minister’s  Quarters  .  1,500 

Deputy’s  Quarters  .  1,000 

Branches : 

( 1 )  Correspondence  Branch  : 

*1  large  office  (6  clerks) . • .  300 

1  small  office  . . .  . .  150 

(2)  Engineering: 

1  Assistant  Chief  Engineer .  200 

1  Inspector’s  Room  (4  Inspectors) . ,  400 

1  Clerk  of  Work’s  office .  150 

*1  General  Office  (10  clerks) .  500 

(3)  Highways: 

1  Superintendent  of  Highways .  200 

I  Clerk  in  Charge .  150 

1  General  Office  (10  clerks) .  500 

(4)  Surveys: 

1  Director  of  Surveys .  200 

I  Clerk  in  Charge  .  150 

*1  General  Office  (8  clerks) .  500 

1  Room  to  accommodate  3  or  4  Surveyors 
and  suitable  for  draughting  room .  500 

(5)  Steam  Boilers : 

1  Chief  Inspector  .  200 

1  Inspector’s  Room  (5  Inspectors) .  300 

1  General  Office  (4  clerks) .  200 

(6)  Wells  and  Fire  Guards : 

1  Clerk  in  Charge .  150 

1  General  Office  (3  clerks)  .  200 

(7)  Public  Buildings : 

f  Inspector  .  200 

1  General  Office  (3  clerks) .  200 
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(8)  Local  Improvement  Taxes  : 

i  Clerk  in  Charge  . 

i  Accountant  . 

*i  General  Office  (io  clerks).  (This  room 
should  be  fitted  with  wicket  for  receiving 
teller  and  cage  to  accommodate  two 
cashiers)  . 

(9)  Draughting  Room : 

This  room  might  be  at  the  top  of  building 
with  lift  convenient  to  Engineering 
Room,  Roads  Room  and  Surveys  Room. 

Chief  Draughtsman  . . 

large,  well  lighted  room . 

blue  print  room,  convenient  to  a  large 
window,  also  dark  room . . 

(10)  Accountant: 

1  Accountant  . 

*1  General  Office  (4  clerks)  . . 

(11)  Mines: 

1  Inspector . 

I  Clerk  in  Charge . . . 

1  General  Office  (3  clerks) . . 

(12)  Post  Office,  near  to  entrance  and  cen¬ 

trally  placed : 

*1  large  distributing  room  . 

1  Postmaster  . . 

I  Messenger  Room  (2  messengers)  . . , 

(13)  Telephones: 

1  Superintendent . 

1  Clerk  in  Charge . 

1  General  Office  (3  clerks) . 


150 

150 


2,000 


Treasury  Department: 


Auditor  (similar  to  Deputy  Treasurer’s  Quarters)  . 

Assistant  Auditor .  150 

*1  General  Office  (10  clerks)  .  . .  . .  500 

(The  two  large  offices  to  be  contiguous.) 


5-85-3 


Department  of  Agriculture : 


(2)  Fairs  and  Institutes  Branch : 

1  Office  for  Chief  .  150 

I  General  Office  (3  clerks)  .  200 

(3)  Dairy  Branch: 

1  Office  for  Chief  .  150 

1  General  Office  (3  clerks) .  200 

(4)  Public  Health  Branch:.. 

1  Office  for  Chief  .  150 

*1  General  Office  (3  clerks)  .  200 

(5)  Weeds  and  Game  Guardian  Branch: 

1  Office  for  Chief  .  150 


200 

I  General  Office  (3  clerks) . 

.  200 

800 

1 

IOO 

(6)  Museum : 

Show  Room . 

Curator’s  Office  . 

.  200 

General  Office  . 

ISO 

200 

8,250 

.  .  150 

Department  of  Education : 

150 

Minister’s  Quarters  . 

.  i,5o° 

200 

Deputy’s  Quarters  . 

.  1 ,000 

1  Superintendent . 

1  Chief  Clerk  . 

.  150 

800 

1  Stenographers’  Room  (8  clerks) . 

200 

*1  General  Office  (10  clerks)  . 

.  5 00 

IOO 

200 

Provincial  Secretary: 

3,750 

ISO 

200 

Minister  s  Quarters  . 

.  1,500 

Deputy’s  Quarters  . 

13,750 

*1  General  Office  (5  clerks) . 

.  3°o 

2  Branches  (3  clerks) . 

3,200 

1,500 

1,000 

Government  Printer : 

1,500 

200 

1  Government  Printer  . 

. 200 

1,000 

1  Assistant  . 

.  150 

1  Staff  Office  (4  clerks)  .  300 

1  Store  Room  for  current  supplies  .  800 


T450 


Department  of  Railways : 


Minister’s  Quarters  .  1,500 

Deputy’s  Quarters  . .  1,000 

*1  General  Office  (15  clerks) .  800 


Branches : 


(1)  Statistics  Branch: 

1  Office  for  Chief .  15° 

*1  General  Office  (8  clerks) .  4°° 

1  Sample  Room  .  600 


Minister’s  Quarters .  i,5°° 

Deputy’s  Quarters  .  1,000 

I  Engineer .  200 

1  Surveyor  .  200 

1  Chief  Clerk  .  15° 

*1  General  Office  (5  clerks) .  300 

*1  Draughting  Room  (3  draughtsmen)  at  top  of 

building  with  lift  from  General  Office .  300 


3,650 
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Lavatories : 

To  be  arranged  in  connection  with  all  departments 
and  carefully  placed  for  privacy  of  the  sexes. 

Stairs  and  Lifts  shall  be  provided  on  a  generous  scale 
and  shall  in  all  cases  be  enclosed  by  fire  walls. 

Ventilation:  Duct  stacks  shall  be  shown  at  convenient 
points,  enclosed  in  fire  walls,  but  the  System  of  Ven¬ 
tilation  and  Heating  need  not  be  gone  into  by  the 
competitors,  as  it  will  be  designed  in  conjunction 
with  the  Power  Plant  by  an  Engineer  in  consulta¬ 
tion  with  the  Architect.  The  cost  of  the  Power 
Plant,  Heating  and  Ventilation  may  meanwhile  be 
estimated  at  3c.  per  cubic  foot  of  Building. 


Municipal  Commissioner : 

Minister’s  Quarters  . . .  L500 

Deputy’s  Quarters  .  1,000 

*1  General  Office  (12  clerks) .  600 

2  Offices  for  Heads  of  Branches .  300 


3400 

Basement  Storage: 


Compartments  for  each  Department.  ..  .total . 20,000 

Resident  Servants : 

Janitor’s  Quarters .  1,000 

Engineer’s  Quarters  .  1,000 

Power  House : 

In  rear  connected  by  tunnel .  5, 000 
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WESTERN  UNIVERSITY  OF  PENNSYLVANIA,  PITTSBURG,  PA. 
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PLATE 


1 


ELEVATION  ON  COURT  SQUARE 


THE  SPRINGFIELD  MUNICIPAL  BUILDING,  SPRINGFIELD,  MASSACHUSETTS. 

PLACED  THIRD— LEWIS  R.  KAUFMAN,  ARCHITECT 


VOLUME  11—1908 


American  Competitions 


PLAN  OF  SECOND  FLOOR 


PLAN  OF  FIRST  FLOOR 


THE  SPRINGFIELD  MUNICIPAL  BUILDING,  SPRINGFIELD,  MASSACHUSETTS. 

PLACED  THIRD — LEWIS  R.  KAUFMAN,  ARCHITECT 


VOLUME  11—1908 


PLATE 


American  Competitions 


PLAN  OF  THIRD  FLOOR 


THE  SPRINGFIELD  MUNICIPAL  BUILDING,  SPRINGFIELD,  MASSACHUSETTS. 

PLACED  THIRD— LEWIS  R.  KAUFMAN,  ARCHITECT 


American  Competitions 

VOLUME  11—1908  PLATE  1 


THE  SPRINGFIELD  MUNICIPAL  BUILDING,  SPRINGFIELD,  MASSACHUSETTS. 

PLACED  FOURTH— EVANS  &  BRIGHT,  ARCHITECTS 


PLAN  OF  FIRST  FLOOR 


& 

L 


># 


PLAN  OF  GROUND  FLOOR 


VOLUME  11—1008 


American  Competitions 


PLAT 


ELEVATION  ON  COURT  SQUARE 


THE  SPRINGFIELD  MUNICIPAL  BUILDING,  SPRINGFIELD,  MASSACHUSETTS 

PLACED  FOURTH— EVANS  &  BRIGHT.  ARCHITECTS 


VOLUME  II  — 1908 


American  Co  m  ij  e  t  i  t  i  o  n  s 


■m 


PLATE 


PLAN  OF  THIRD  FLOOR 


PLAN  OF  SECOND  FLOOR 


THE  SPRINGFIELD  MUNICIPAL  BUILDING,  SPRINGFIELD,  MASSACHUSETTS. 

PLACED  FOURTH— EVANS  &  BRIGHT,  ARCHITECTS 


VOLUME  11—1008 


American  Competitions 


’-ATE 


THE  SPRINGFIELD  MUNICIPAL  BUILDING,  SPRINGFIELD,  MASSACHUSETTS. 

PLACED  FIFTH— PEABODY  &  STEARNS,  ARCHITECTS 


VOLUME  I 


1008 


American  Competitions 


PLATE 


m* 


ELEVATION  OF  SIDE  OF  MUNICIPAL  BUILDING  AND  SECTION  OF  AUDITORIUM 


THE  SPRINGFIELD  MUNICIPAL  BUILDING.  SPRINGFIELD,  MASSACHUSETTS. 

PLACED  FIFTH— PEABODY  &  STEARNS,  ARCHITECTS 


VOLUME  11—1008 


American  Competitions 


PLATE 


PLAN  OF  SECOND  FLOOR 


THE  SPRINGFIELD  MUNICIPAL  BUILDING,  SPRINGFIELD,  MASSACHUSETTS 

PLACED  FIFTH— PEABODY  &  STEARNS,  ARCHITECTS 


VOLUME  II — 1008 


American  Competitions 


PLATE 


PLAN  OF  MAIN  FLOOR 


PLAN  OF  GROUND  FLOOR 


PARLIAMENT  BUILDINGS.  REGINA,  SASKATCHEWAN.  CANADA. 


FIRST  PRIZE— E.  &  W.  S.  MAXWELL.  ARCHITECTS 


VOLUME  11  —  1008 


American  Competitions 


PLATE 


PLAN  OF  UPPER  FLOOR 


PARLIAMENT  BUILDINGS,  REGINA,  SASKATCHEWAN,  CANADA. 

FIRST  PRIZE— E.  &  W.  S.  MAXWELL,  ARCHITECTS 


ELEVATION  F 


TRANSVERSE  SECTION 


PARLIAMENT  BUILDINGS,  RED 


FIRST  PRIZE— E.  &  W. 


Pl.ATE 


MMPETITIONS 


ELEVATION  OF  END 


E(NA,  SASKATCHEWAN,  CANADA. 

V.  i  MAX  WELL,  ARCHITECTS 


VOI-UMK  11—  lOOH 


American  Competitions 


PLATE 


PARLIAMENT  BUILDINGS,  REGINA,  SASKATCHEWAN,  CANADA. 

FIRST  PRIZE— E.  &  W.  S.  MAXWELL,  ARCHITECTS 


elevation  of  rear 


CASS  GILBERT,  ARCHITECT 


■■  -  .«■ 


VOLUME  II  —  190N 


American  Competitions 


LAT 


PLAN  OF  MAIN  FLOOR 


PLAN  OF  GROUND  FLOOR 
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EDaiUDQK. 
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PARLIAMENT  BUILDINGS,  REGINA,  SASKATCHEWAN,  CANADA 

CASS  GILBERT,  ARCHITECT 


VOLUME  11—1008 


American  Competitions 


FLAT 


PARLIAMENT  BUILDINGS,  REGINA,  SASKATCHEWAN,  CANADA 

CASS  GILBERT,  ARCHITECT 


VOUMI2  11— 1SX)N 


American  Competitions 


PLATE 


PARLIAMENT  BUILDINGS,  REGINA,  SASKATCHEWAN,  CANADA. 


CASS  GILBERT,  ARCHITECT 


LONGITUDINAL  SECTION 


VOLUME  II-1DOK 


American  Co  m  13  e  t  it i o  ns 


PLATE 


DETAIL  OF  CENTRAL  MOTIVE  OF  FRONT  AND  TOWER 


PARLIAMENT  BUILDINGS.  REGINA,  SASKATCHEWAN,  CANADA. 

CASS  GILBERT,  ARCHITECT 


VOLUME  11  —  1008 


American  Competitions 


PLAN  OF  GROUND  FLOOR 

PARLIAMENT  BUILDINGS,  REGINA,  SASKATCHEWAN,  CANADA. 

STOREY  &  VAN  EGMOND,  ARCHITECTS 


PLAN  OF  MAIN  FLOOR 


department  or  pvduc.  works 


FV/T\/??E.-  A0D1T1O/H 


FO'TUS'F  ADD1TTOM 


VOLUME  11  —  1008 


merican  Competitions 


PLAN  OF  UPPER  FLOOR 


•vRr.  ■ 


PEOVI/SCfAU  .tECttJAIr:/ 


PEPAKT/Wf  OP  EDUCAT10/ 1 


u>u 

.j  ixmixijo. 


--II.O,OAD 


5M61Vffl  »Wt/ 


sinfe!  TpUf 


Storey  6/  Van  Ecmond 


BLOCK  PLAN 


PARLIAMENT  BUILDINGS,  REGINA,  SASKATCHEWAN,  CANADA. 

STOREY  &  VAN  EGMOND,  ARCHITECTS 


VOLUME  II-10OS 


American  Co  m  13  e  t  i  t  i  o  n  s 


PLAT 


■H 


ELEVATION  OF  FRONT 


DETAIL  OF  ELEVATION 


PARLIAMENT  BUILDINGS,  REGINA,  SASKATCHEWAN,  CANADA, 

STOREY  &  VAN  EGMOND,  ARCHITECTS 


